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GOVERNMENT OF KERALA 
Political & Military A Department 

NOTIFICATIONS 
No. 70766 -A162-1/ P & M . 

Dated , Trivandrum , 9th October, 1962. 

I 
The Governor has been pleased to accept the resignations 
tendered by Shri K. Chandrasekharan , Minister for Law and 
Revenue and Shri D. Damodaran Potti, Minister for Public 
Works with effect from the forenoon of Monday, the 8th 
October , 1962 The Governor records his appreciation of the 
services of Shri Chandrasekharan and Shri Damodaran Potti 
to the State. 

II 
On the advice of the Chief Minister, the Governor has 
been pleased to appoint Shri M. P. Govindan Nair as a member 
of the Council of Ministers and he assumed charge of his office 
with effect from the forenoon of Tuesday, the 9th October , 
1962. 

By order of the Governor , 

K. P. K. MENON , 
Chief Secretary . 


PRINTED AND PUBLISHED BY THE S.G.P. AT THE GOVERNMENT 

PRESS , TRIVANDRUM , 1962. 
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GOVERNMENT OF KERALA 
Development (Panchayat) Department 

NOTIFICATION 
No. 60351/L5 /62 . 

Dated , Trivandrum , 4th October 1962. 
The following draft of a rule which the Government of Kerala 
propose to make in exercise of the powers conferred by Section 129 of 
the Kerala Panchayats Act, 1960 ( Act 32 of 1960), and in supersession 
of the existing rules on the subject, is hereby published for general 
information as required by sub -section (2 ) of section 130 of the said 
Act. 

Notice is hereby given that the said draft will be taken up for 
consideration on or after 7-11-1962 and that any suggestion or objection 
which may be received from any person in respect of the said draft 
before the date specified above, will be considered by the Government. 
Objections and suggestions shall be addressed to the Additional Secre 
tary to Government, Development Department, Secretariat, Trivan 
drum . 

DRAFT RULE 
Save as otherwise provide ], when any notice or other document 
is required by the Kerala Panchayats Act, 1960 ur by any rule, bye 
law , regulation or order made under it, to be served on or sent to any 
person , the service or sending thereofmay be effected 

(1) (a ) by giving or tendering the said notice or document to such 
person ; 

(b ) if such person is not found , by leaving such notice or 
document at his last known place of abode or business or giving or 
tendering the same to some adult member or servant of his family ; or 

(c) if such person s address elsewhere is known to the Executive 
Authority , by sending the same to him by registered post ; or 

(d ) if none of the means aforesaid be available , by fixing the 
same in some conspicuous part of such place of abode or business . 

(2 ) When the person is an owner or occupier of any building or 
land , it shall not be necessary to name the owner or occupier in the 
notice or document, and in the case of joint owners and occupiers it 
shall be sufficientto serve it on , or send it to , one of such owners or 
occupiers. 

( 3 ) Whenever in any bill, notice , form or other document served 
or sent under the Act or any rule, bye Jaw , regulation or order made 
thereunder , a period is fixed within which any tax or other sum is to be 
paid or any work executed , or anything provided , such period shall, in 
the absence in the Act, rule, bye-law , regulation or order of any 
distinct provision to the contrary , be calculated from the date of such 
service or sending. 

(4 ) In case of refusal of a notice the date of refusal shall be 
deemed to be the date of service . 

By order of the Governor , 

S. ANANTAKRISHNAN , 
Development Commissioner and 

Additional Secretary . 
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GOVERNMENT OF KERALA 
Development Department (Municipal Rules ) 

ERRATUM 
No. 66684 /MI. Rules. I/62-2 . Dated , Trivandrum , Ist October 1962, 

In the notification issued under G.O. MS. 588/62 DD dated 
6th July 1962 and published as S.RO. 185/62 in Part I of the 
Kerala Gazette No. 28 dated 10th July 1962 , in Form A (ii), at page 7 , 
omit the words " Closing Balance” occurring between Total Receipts - 
General Capital and Debt Head Accounts and Grand Total including 
opening balance under the heading C Debt-Head Account . 

By order of the Governor, 
A. PADMANABHA PODUVAL , 

Deputy Secretary . 
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GOVERNMENT OF KERALA 
Development ( Panchayat Special) Departinent 

NOTIFICATION 
No. 71491/ Lvi/62/DD. 

Dated , Trivandrum , 3rd October 1962 . 
The following draft of certain rules which the Government of 
Kerala propose to make in exercise of the powers conferred by 
Section 129 of the Kerala Panchayats Act, 1960 (Act 32 of 1960 ) and 
in supersession of the existing rules on the subject, is hereby published 
for general information as required by sub -section ( 2) of section 130 of 
the said Act. 

Notice is hereby given that the said draft will be taken up for 
consideration on or after 6-11-1962 and that any suggestion or objection 
which may be received from any person in respect of the said draft 
before the date specified above, will be considered by the Government. 
Objections and suggestions shall be addressed to the Additional 
Secretary to Covernment, Development Department, Secretariat, 
Trivandrum 

DRAFT RULES 
1. (a ) These Rules may be called the Kerala Panchayats (Grant of 
Remissions of Revenye to Lessces and Contractors) Rules, 1962. 

(b ) They shall come into force at once. 

2. All lessees of revenue from Panchayats and all persons who 
have entered into contracts with Panchayats shall be held strictly to the 
terms of their leases or contracts and no remissions shall be granted 
to them except in accordance with the provisions of rules (3) and (4). 

3. The grant of remissions to lessees and contractors by 
Panchayats shall be subject to the following restrictions and control, 
namely : 

(a ) remission shall be granted only in cases in which the lessee 
or contractor is prevented from carrying out his part of the lease or 
contract by reason of the occurrence of some extraordinary extrinsic 
cause which could not reasonably have been anticipated , for example, 
the compulsory closing, on account of the outbreak of an epidemic , of a 
market which has been leased out; 

(1 ) the annount of remission granted shall not exceed te 
proportionate amount payable under the lease or contract for the period 
for which the lessee or contractor was prevented from carrying out his 
part of the lease or contract on account of such extraordinary cause ; 
and 

(c ) when the amount remitted exceeds fifty rupees, the previous 
sanction of the Deputy Director shall be obtained 
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4. Penalties provided in the lease or contract shall be strictly 
enforced in accordance with the terms of the lease or contract. 
Penalties for late payment of the amount due to the Panchayat, under 
the lease or contract shall not be remitted except in cases where the 
payments of instalments of the amount due are , in the opinion of the 
Panchayat, fairly regular and the whole amount due to the Panchayat 
under the lease or contract is paid before the end of the period to which 
the lease or contract relates: 

Provided that when the amount remitted exceeds Rupees Fifty in 
each case, the previous sanction of the Deputy Director shall be 
obtained . 


By order of the Governor , 

S. ANANTAKRISHNAN , 
Development Commissioner and 

Additional Secretary 
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GOVERNMENT OF KERALA 
Development (Panchayat Special) Department 

NOTIFICATION 
No. 66675 /Lvi/62/DD . 

Dated , Trivandrum , 5th October 1962. 
The following draft of certain amendments to the Kerala Panchayats 
( Publication of Electoral Rolls and Publication of list of Polling Stations) 
Rules, 1962, issued under G.O. MS. 661/62 /DD dated 24-8-1962 and 
published in the Gazette datea 28-8-1962 which the Government of 
Kerala propose to make in exercise of the powers conferred by sections 
14, 15 and 129 of the Kerala Panchayats Act, 1960 (Act 32 of 1960) is 
hereby published for general information as required by sub section (2 ) 
of section 130 of the said Act. 

Notice is hereby given that the said draft will be taken up for 
consideration on or after 16-10-1962 and that any suggestion or objection 
which may be received from any person in respect of the said draft 
before the date specified above , will be considered by the Government. 
Objections and suggestions shall be addressed to the Additional 
Secretary to Government, Development Department, Secretariat, 
Trivandrum . 

DRAFT AMENDMENTS 
In the said rules , 

(i) for the form of Title Page specified in sub-rule (2 ) of rule 3, 
the following form shall be substituted, namely : 

TITLE PAGE 
District 

Name of Panchayat 

Taluk 


Name of 


Ward 
Number 


Name of 
Ward 


Details of Electors 


Polling 


Station 


Name of Number Serial 
Assembly of the number 
Constituency Assembly in the 
Polling Station Assembly 

Voters list 


Place 


Election Authoritylor Officer authorised 

by Election Authority . 


G. 3369 


2 


( ii) for the form specified in rule 8 , the following shall be 
substituted : 
namely : 

CORRECTIONS 


Panchayat 
l he following corrections are made by the undersigned in the 
Electoral Roll for the 

Panchayat . 


Ward 
Number . 


Serial number of the voter in 

the Assembly Voters list. 


Nature of Corrections 
made. 


Station , 


Signature and Designation 

of the Officer 


Date . 


By order of the Governor, 

S. ANANTAKRISHNAN 
, 
Development Commissioner and 

Additional Secretary , 
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GOVERNMENT OF KERALA 

Abstract 
GRANTS - MEDICAL AND PUBLIC HEALTH INSTITUTIONS - RULES 

REGARDING - AMENDMENT - ISSUED . 


HEALTH AND LABOUR DEPARTMENT E ) 
G. O.MS. 694,62 Health 

Dated , Trivandrum , 25th September 1962. 


Read : 1 . G. O. (P ) 1050 /59/Health dated 12-12-1959 . 

2.G.O. MS. 1304 /61/Health dated 1-12-1961. 
3. Letter No. B. 111-48870/02 dated 30-6-1962 from the 

Directue of Health Services . 


ORDER 
In the amendinent issued in Rule 84 of the grant- in - aid Rules as 
per G. O. read as second paper above the words " or Rs. 1,000 
(Rs. one thousand only) " will be changed as " or Rs. 5,000 
(Rs. five thousand only ) " . 

By order of the Governor, 
P.E. RAMAN MENON , 

Assistant Secretary . 


G. 3349 
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GOVERNMENT OF KERALA 
Development Department (Municipal Rules ) 


NOTIFICATION - I 
G. O. MS. 760/62/DD . 

Dated , Triandrum , 6th October 1962. 
S. R. O. Ao. 296 /62. - In exercise of the powers conferred by sub 
section (3) of section 1 of the Kerala Cattle Trespass Act, 1961 (Act 26 
of 1961) the Government of Kerala hereby appoint the 1st day of 
November , 1962 to be the date on which the said Act shall come into 
force. 


By order of the Governor, 

S. ANANTAKRISHNAN , 
Additional Secretury. 
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NOTIFICATION - II 


G. O. (MS) 760 /62/DD . 

Dated , Trivandrum , 6th October 1962 . 
S. R. O. No. 297/62 In exercise of the powers conferred by sub 
section ( 1) of section 32 of the Kerala Cattle Irespass Act, 1951 (Act 26 
of 1961), the Government of Kerala hereby make the following rules : 

THE KERALA CATTLE TRESPASS RULES, 1962. 

1 . Short title and commencement.- (i) These Rules may be called 
the Kerala Cattle Trespass Rules, 1962. 

( ii) They shall come into force with effect from 1-11-1962 . 

2. Definitions. In these rules unless there is anything repugnant 
in the subject or context, - 

(a ) Act means the Kerala Cattle Trespass Act, 1951 
(Act 26 of 1961) . 

(b ) Executive Authority means in the case of a Municipality 
or Corporation , the Commissioner , in the case of a Township , the 
Executive Officer of the Township , and in the case of a Panchayat 
the executive authority as defined in the Kerala Panchayat Act, 1960 
(Act 32 of 1960) . 

(c) Local area means the area within the jurisdiction ofa 
local authority . 

3. (a ) A local authority may resolve to establish sufficient 
number of pounds within its area and recommend to the Director , con 
venient placeswhere pounds can be established for the purposes of the 
Act within its local area . 

(b ) The Director may in establishing pounds and determining 
the area by which each pound is to be used under section 3 of the Act 
within a local area giv eference to places recommended for the 
purpose by a local authority . 

4. A pound shall have a minimum ground space of 2 cents and 
sball be fenced properly so as to avoid escape of the cattle impounded . 

5. (a ) There shall be a roofed shed inside the pound to accom . 
modate at least ten numbers of different types of cattle at a time. 

( b ) The floor of the shed shall be so constructed as to drain 
away all kinds of liquid matter that fall on it . 

(c) The pound -keeper shall keep the floor of the shed always 
clean . 

6. The cattle shall be tied in the shed in such manner as to avoid 
tussle among themselves. 
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7. The pound -keeper shall be on duty at the pound between the 
hours fixed by the Local Authority concerned . 

8. (a ) The working hours of the pound shall be notified in the 
Notice Board in front of the pound . 

(b ) Cattle shall be impounded or discharged from the pound 
during the working hours. 

9. The pound-keeper shall maintain a register of cattle im 
pounded in Form No. I appended to these rules. 

10. The pound -keeper shall also maintain a cash book showing 
the daily money transactions in Form No. II appended to these rules. 

11. The pound-keeper shall give a true copy of the entry made in 
respect of every animal in the register of cattle impounded to the person 
who entrusted the cattle to the pound -keeper for being impounded . 
The copy of extract :hall be duly attested by the pound-keeper. 

12. The pound -keeper shall give receipt in Form III for all the 
amounts received by him by way of fines and maintenance charges of 
cattle . 

13. The pound-keeper shall remit daily receipts from the pound 
to the funds of the Local Authority in accordance with the directions 
issued by the Executive Authority from time to time. 

14. The pound -keeper shall not receive from any person any 
amount other than the fines and charges for feeding and watering cattle 
at the rates prescribed and notified in this behalf . 

15. The pound-keeper shall submit to the Executive Authority at 
the close of every day a statement in Form No. IV furnishing the details 
regarding the number and nature of cattle impounded , fines and 
charges collected for feeding and watering cattle, expenditure incurred 
for the maintenance of cattle and the amount required for the next day 
for maintaining the cattle in the pound. 

16. The maintenance charges of the cattle in the pound and the 
salary of the pound-keeper shall be met from the funds of the local 
authority 

17. (a ) The Executive Authority shall entrust to the pound . 
keepe: the amount required for a day for the maintenance of the cattle 
in the pound after getting necessary acknowledgment for the amount 
from the pound-keeper . 

(b ) The acknowledgment shall be cancelled or returned to 
the pound -keeper after ensuring that the amount paid to the pound. 
keeper has been properly utilised . 

18. The Executive Authority shall inspect the pounds in the local 
area as often as possible, check the accounts , and verify the number of 
cattle in the pound with the number shown in the register and accounts 
maintained for the purpose. 
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19. The Executive Authority may give directions to the 
pound-keeper regarding the mode of purchase of food materials etc. for 
feeding and watering the cattle in the pound and the pound -keeper 
shall abide by such directions . 

20. ( 1) The President of a Panchayat, the Chairman of a Munici 
pality or the Mayor of a Corporation may inspect the pounds within 
his jurisdiction and issue directions to the Executive Authority to take 
appropriate steps to set right the irregularities or rectify the defects 
if any found during such inspection . 

(2) The members of Panchayats, or Councillors ofMunicipalities 
or Corporations may , if so required by the President, Chaiman or 
Mayor inspect the pound or pounds in their respective Wards and 
furnish reports to the President, Chairman or Mayor concerned . 

21. The Director or any other officer authorised by him in this 
behalf may inspect any pound established under the Act and whenever 
it is deemed necessary check and verify the registers, accounts, etc. kept 
by the pound -keeper. 

22. Save as otherwise expressly provided in these rules, the 
pound-keeper shall be governed by the rules relating to the employees 
of the local authority concerned in respect of conditions of service and 
disciplinary control. 

23. The pound-keeper shall be liable for any loss caused to the 
local authority concerned by his negligence or any of his actions and 
the local authority may recover from the pound keeper such amount of 
loss in the manner prescribed for the recovery of other dues to the local 
authority . 


? ! 


By order of the Governor, 

S. ANANTAKRISHNAN , 
Additional Secretary. 


SI,No. 


(1) 


Date. 


( 1) (2 ) 


Description ofcattle. 


(3 ) 


( 2 ) 

NO. 
Receipt 


Dateand 

hourof impound 

ing. 


Nameand residential addressof theseizer. 


( 3) 


No.Voucher 


(5 ) 


Thename andresi 

dential addressof 
theowner 
ifknown. 


(9) 


Particulars of 

(4) 
or payments . 
( See Rule 10 ) 

FORM II 


Signature ofthe seizer. 


receipts 


(Rule 9) 
FORM I 
Appendix 


( 7 ) 


Ifreturned thedate 

and 
hourat whichthe 

cattleis returned. 


Rs. nP 


(5 ) 


Receipts. 


( 8 ) 


Thename andaddress 

ofthe owneror 
hisagentto whomthe 

cattleis returned. 


Rs. nP 


(6 ) 


Payments. 


(6) 


Signature 

ofthe 
owneror 
hisagent whotakes chargeof thecattle. 


(7 ) 


Remarks. 


(10 


Remarks. 
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FORM No, UI 

(See Rule 12) 

CATTLE POUND 
Counterfoil. 

Receipt for Fines and Feeding Charges paid . 
Receipt No .... ..Dated .. 

... 19 
Received Rs... .np .......only as specified below . 
Amount Collected 

Name and 
Description 

residence 
of Animals 

Fines Feeding 

of relcaser 
Charges 
Rs.nP.Rs. nP. 


FORM No. III 

( See Rule 12) 

CATTLE POUND 
Duplicate. 

Receipt for Fincs and Feeding Charges paid . 
Receipt No .. 

.Dated .. 

19 
Received Rs. 

.nP .. 

..only as specified below . 
Amount Collected 
Description 

Name and 
of Animals 

residence 
Fines 

Charges 


Number 


Reference tonumber inForm No.I. 


Number 


Reference tonumber inForm No.I. 


Feeding of releaser 


Rs. np . Rs.np 


ن 


Total 


Total 


Date and hour of impounding . 
Hour of Release .. 
Name of Pound ... 
Rate of Fine , ordinary or enhanced . 


Date and hour of impounding . 
Hour of Release .. 
Name of Pound .... 
Rate of Fine, ordinary or enhanced . 


Pound -keeper. 


Pound-keeper. 


FORM IV . 

(Rule 15.) 


Date 


No.ofcattleinthePound 


Nature&particularsof 
thecattleinthepound. 


fromAmountreceived 
Executiveauthority 

fortheday sExpenses. 


Amountofmaintenance chargescollected. 


Amountoffinecollected. 


TotalofCol.4to6. 


Expenditurefor 


Balancetoberemitted toPanchayatFund, 


theday. 


Remarks. 
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Rs. nP . 


Rs. np . 


Rs. np. 


Rs. np . 


Rs. np . 


( 1 ) 


( 2 ) 


( 3 ) 


(5 ) 


(6 ) 


(7) 


( 8 ) 


(10 ) 


* Note -- The details of expenditure to be furnished in a separate sheet along with this statement. 


Kerala Gazette No. 40 dated 9th October 1962 . 


PART I 


Section i 


GOVERNMENT OF KERALA 


Law Department 

NOTIFICATION 
No. 7349-1.262 Law ... 

Dated , Trivandrum , 25th July 1968. 
The following Act of Parliament, published in the Gazette of India , 
Extraordinary , Part II, Section 1, dated the 29th June, 1962, is hereby 
republished for general information. The Bill as passed by the Houses 
of Parliament received the assent of the President on the 28th June, 
1962. 


By order of the Governor, 

P. UNNIKRISIINA KURUP , 
Additional Law Secretary . 


THE PRESIDENT S PENSION (AMENDMENT) ACT, 1962 


( Act 24 of 1962 ) 


AN 


ACT 
to amend the President s Pension Act , 1951. 
BE it enacted by Parliament in the Thirteenth Year of the Republic 
of India as follows : 

1. Short title . - This Act may be called the President s Pension 
(Amendment) Act, 1962. 

2 . Amendment of section 2 .--- Section 2 of the President s Pension Act, 
1951 (hereinafter referred to as the principal Act) shall be re-numbered 
as sub -section ( 1 ) thereof and 

(1) in sub -section ( 1 ) as so re-numbered, the proviso shall be 
omitted; and 

( il) after sub-section ( 1 ) as so re -numbered , the following sub 
sections shall be inserted, namely : 

" ( 2 ) Subject to any rules that may be made in this behall 
every such person shall, for the remaixder of his life, be entitled 

( a ) to secretarial staff and office expenses, the total expendi 
ture on which shall not exceed twelve thousand rupees per 
annum ; and 

(b ) to medical attendance and treatment, free of charge . 
G. 2640 


2 


( 3 ) Where any such person is re -elected to the office of Presi 
dent, he shall not be entitled to any benefit under this section for 

the period during which he again holds that office." . 
3. Amendment of section 4. - In section 4 of the principal Act, for 
the word " pension " , the word " sum " shall be substituted . 

4. Insertion of new section 5. - After section 4 of the principal Act , 
the following section shall be inserted, namely : 

" 5. Power to make rules . The Central Government may, by noti 
fication in the Official Gazette , make rules for carrying out the 
purposes of this Act." . 


Section i 
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GOVERNMENT OF KERALA 

Law Department 
NOTIFICATION 


No. 7347- b.2 |62 |Law . 

Dated, Trivandrum , 25th July 1962. 
The following Act of Parliament, published in the Gazette of India , 
Extraordinary, Part II, Section 1, dated the 28th June, 1962, is hereby 
republished for general information . The Bill as passed by the Houses 
of Parliament received the assent of the President on the 27th June , 1962 . 


By order of the Governor, 

P. UNNIKRISHNA KURUP, 
Additional Law Secretary. 


THE DRUGS (AMENDMENT) ACT , 1962 


( Act 21 of 1962 ) 


An 
Аст 


further to amend the Drugs Act, 1940 . 
Be it ercated by Parliament in the Thirteenth Year of the Republic 
of India as follows : 

1. Short title and commencement.-- ( 1 ) This Act may be called the 
Drugs (Amendment ) Act, 1962. 

( 2 ) It shall come into force on such date as the Central Government 
may, by notification in the Official Gazette, appoint. 

2. Amendment of long title and preamble. - In the Drugs Act, 1940 
(23 of 1940 ) , (hereinafter referred to as the principal Act), in the 
long title and first paragraph of the preamble, after the word " drugs", 
the words " and cosmetics " shall be inserted . 

3. Amendment of section 1.-- In section 1 of the principal Act, in 
sub -section ( 1 ), after the word " Drugs", the words " and Cosmetics" 
shall be inserted. 
4. Amendment of section 3.-- In section 3 of the principal Act, 
( a ) after clause ( a ), the following clause shall be inserted , namely : 

( aa ) " cosmetic" means any article intended to be rubbed, poured , 
sprinkled or sprayed on , or introduced into or otherwise applied to, the 
human body or any part thereof for cleansing, beautifying , pro 
moting attractiveness, or altering the appearance, and includes 
any article intended for use as a component of cosinetic, but does 
not include soap; ; 
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( b ) in clause ( f ) 

(i) after the words " any drug , where they occur for the first 
and second time, the words " or cosmetic " shall be inserted ; 
( ii ) for the words " or the packing of any drug" , the words 
" of any drug, or the packing of any drug or cosmetic" , shall be 

substituted . 
5. Amendment of section 6. - In section 6 of the principal Act --- 

( a ) in sub- section ( 1) , in the proviso, after the words " any drug 
or class of drugs", the words " or cosmetic or class of cosmetics" 
and after the words " such drug or class of drugs" , the words " or 
such cosmetic or class of cosmetics" shall be inserted ; 

(b ) in sub -section ( 2 ) , in clause ( d ) , after the word " drugs " . 
the words " or cosmetics" shall be inserted . 
6. Amendment of section 8. - In section 8 of the principal Act, for sub 
section ( 1 ) , the following sub -section shall be substituted , namely : 

( 1 ) For the purposes of this chapter, the expression standard 
quality" means 

(a ) in relation to a drug, that the drug complies with the standard 
set out in the Schedule , and 

( b ) in relation to a cosmetic, that the cosmetic complies with such 
standard as may be prescribed. . 
7. Insertion of new section 9A . - After section 9 of the principal Act, 
the following section shall be inserted , namely : 

" 9A . Misbranded cosmetics. For the purposes of this Chapter, a 
cosmetic shall be deemed to be misbranded 

( a ) if it is an imitation of, or a substitute for, or resembles in a 
manner Ilkely to deceive , another cosmetic ; or 

(b ) if it purports to be the product of a place or country of which 
it is not truly a product; or 

( c ) if it contains a colour which is not prescribed ; or 

( d ) if it is imported under a name which belongs to another 
cosmetic ; or 

( e ) if it is not labelled in the prescribed manner; or 

( f ) if its label or container bears the name of an individual or 
company purporting to be the manufacturer or producer of the 
cosmetic which individual or 

company is fictitious or does not 
exist ; or 

( g ) if the label or container bears any statement which is false 
or misleading in any particular ." . 
8. Amendment of section 10.- In section 10 of the principal Act, 

( a ) in clause ( a ), clause ( c ) and clause ( f ). after the words " any 
drug " , the words " or cosmetic " shall be inserted ; 

( b ) for clause (b ) , the following clause shall be substituted, 
namely : 

" (b ) any misbranded drug or misbranded cosmetic ;" : 


( c ) after clause (e ), the following clause shall be inserted, namely : 

" ( ce ) any cosmetic containing any ingredient which may render 
it unsafe or harmful for use under the directions indicated or recom 
mended ;" . 
9. Amendment of section 11. - In section 11 of the principal Act, 

(a ) in sub- section ( 1 ) , after the word " drugs" , in both the places 
where it occurs, the words " and cosmetics" shall be inserted ; 

( b ) in sub-section (2 ), after the word "drug " , in both the places 
where it occurs, the words " or cosmetic" shall be inserted . 
10. Amendment of section 12.- In section 12 of the principal Act, in 
silb-section (2 ).- 

( a ) in clause ( a ), after the words " classes of drugs" , the words 
" or cosmetics or classes of cosmetics" shall be inserted ; 

( b ) in clause (b ) , after the word " drug , the words " or cosmetic " 
shall be inserted ; 

( c ) in clause (f ), clause ( h ), clause (i), clause ( j) , clause ( k ) 
and clause (1), after the word " drug" , wherever it occurs , the words 
"or cosmetics" shall be inserted ; 

( d ) in clause (o ), after the words " class of drugs ", the words "or 
cosmetic or class of cosmetics " shall be inserted . 
11. Amendment of section 1.- In section 14 of the principal Act , 
after the word " drugs" , the words " or cosmetics" shall be inserted. 

12. Amendment of section 16.- In section 16 of the principal Act, for 
stib -section ( 1) , the following sub -section shall be substituted, na nely : 

( 1 ) For the purposes of this Chapter, the expression " standard 
quality " means 

* (a ) in relation to a drug, that the drug complies with the standard 
set out in the Schedule , and 

( b ) in relation to a cosmetic , that the cosmetic complies with 
such standard as may be prescribed . . 
13. Insertion of new section 17A . - After section 17 of the principa ) 
A.ct, the following section shall be inserted , namely : 

" 17A . Misbranded cosmetics.- For the purposes of this chapter, & 
cosmetic shall be deemed to be misbranded 

(a ) if it is an imitation of, or a substitute for, or resembles in 
a manner likely to deceive, another cosmetic ; or 

( b ) if it purports to be the product of a place or country of which 
it is not truly a product ; or 

( c ) if it contains a colour which is not prescribed; or 

( d ) if it is sold , or offered or exposed for sale, under a name 
which belongs to another cosmetic ; or 

( e ) if it is not labelled in the prescribed manner; or 

( f) if its label or container bears the name of an individual or 
company purporting to be the manufacturer or producer of the 
cosmetic which individual or company is fictitious or does not exist ; or 
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( g ) ir the lable or container bears any statement which is false 
or misleading in any particular." . 
14. Amendment of section 18. - In section 1 of the principal Act, 
( a ) in clause ( a ) 

(1) in sub-clause (1), after the words " any drug" , the words " or 
cosmetic" shall be inserted ; 

(11) for sub -clause ( ii) , the following sub -clause shall be substituted , 
namely : 

" (11) any misbranded drug or misbranded cosmetic;" ; 
(iii) for sub-clause (v ), the following sub-clauses shall be substi 
tuted , namely : 

" ( v ) any cosmetic containing any ingredient which may render 
it unsafe or armful for use under the directions indicated or 
recommended ; 

(vi) any drug or cosmetic in contravention of any of the provi 
sions of this Chapter or any rule made thereunder." ; 

( b ) in clause ( b ) and clause (c ), after the words " any drug , the 
words " or cosmetic " shall be inserted. 

15. Amendment of sections 19 , 23 , 24 , 25 , 26 , 28 and 29. - In section 19 , 
section 23, section 24 , sub -section ( 1 ) , and sub- section ( 4 ) of section 25, 
section 26, Section 28 and section 29 of the principal Act, after the word 
" drug" , wherever it occurs, the words " or cosmetic " shall be inserted. 

16." Amendment of section 20.- In section 20 of the principal Act, for 
the words " class of drugs ", in both the places where they occur, the 
words " classes of drugs or such cosmetics or classes of cosmetics" 
shall be substituted . 


17. A menulment of section 21. - In section 21 of the principal Act, -- 
( a ) in sub -section (2 ), for the words " class of drugs", the words 

" classes of drugs or cosmetics or classes of cosmetics" , shall be 
substituted ; 

(b ) in sub -section (3 ), for the words " in the manufacture, import 
or sale of drugs" , the words " in the import, manufacture or sale of 
drugs or cosmetics" shall be substituted. 
18. Amendment of section 22.- In section 22 of the principal Act, in 
sub- section ( 1 ), 

( a ) in clause ( a ) and clause ( b ), after the words " any drug" , the 
words " or cosmetic " shall be inserted ; 

( b ) in clause (c ), after the word " drug" , wherever it occurs, the 
words " or cosmetic" shall be inserted. 
19. Insertion of ner section 274. - After section 27 of the principal 
Act, the following section shall be inserted , namely : 

" 27A . Penalty for manufacture, sale , etc., of cosmetics in contra 
vention of this Chapter. - Whoever himself or by any other person on 
his behalf manufactures for sale, sells, stocks or exhibits for sale , or 
distributes any cosmetic in contravention of any of the proviaions of 
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this Chapter or any rule made thereunder, shall be punishable with 
imprisonment for a term which may extend to one year, or with 

fine which may extend to five hundred rupees, or with both ." . 
20. Amendment of section 30. - In section 30 of the principal Act, 
after sub -section ( 1 ), the following sub-section shall be inserted, 
namely : 

" ( 1A ) Whoever, having been convicted of an offence under section 
27A is again convicted under that section, shall be punishable with 
imprisonment for a term which may extend to two years, or with fine 

which may extend to one thousand rupees, or with both ." . 
21. Amendment of section 31. - In section 31 of the principal Act,-- 

( a ) in sub-section ( 1 ), after the word " drug" , the words " or 
cosmetic " shall be inserted ; 

( b ) for sub-section ( 2 ) , the following sub -section shall be substi 
tuted , namely : 

" (2 ) Without prejudice to the provisions contained in sub- section 
( 1 ), where the Court is satisfied, on the application of an Inspector 
or otherwise and after such inquiry as may be necessary that the 
drug or cosmetic is not of standard quality or is a misbranded drug, 
or misbranded cosmetic, such drug or, as the case may be, such 

cosmetic shall be liable to confiscation ." . 
22. Amendment of section 33. - In section 33 of the principal Act , in 
sub -section ( 2 ) , 

( a ) in clause ( a ) , clause (i) and clause ( 1), after the word " drugs " , 
wherever it occurs, the words " or cosmetics" , shall be inserted ; 

( b ) in clause (c ) and clause ( p ), after the word " drug , wherever 
it occurs, the words " or cosmetic" shall be inserted ; 

( c ) in clause ( e ), after the words " class of drugs" , the words 
" or of cosmetics or any specified cosmetic or class of cosmetics" shall 
be inserted ; 

(d ) in clause ( n ), for the words " the drugs or class of drugs" , 
the words " specify the drugs or classes of drugs or cosmetics or 
classes of cosmetics" shall be substituted ; 

( e ) in clause ( q ), after the words " class of drugs" , the words 
" or cosmetic or class of 

shall be inserted . 
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GOVERNMENT OF KERALA 

LAW DEPARTMENT 
NOTIFICATION 


No. 7233- . 2 62/Law.. Dated , Trivandrum , 19. September 1962! 

2Cth Bhadra 188+ . 
in pursuance of the adoption of a motion by the Lok Sabha on the 
8th day ofJune 1962. that the I egislative Councils (Composition ) Bill, 
1962 intro laced by Shree Narayan Das,M. P., be circulated for the 
purpose of cliciting public opinion thereon by the 31st day of December 
1962 , the said Bill is herely published for general infoimation along 
with the Statement of Objects and R asons . 

Any person or public bo ly desiring to express any opinion on the 
provisions of the Billmay forward three copies of such opinion to the 
Secretary to Government, Law Department, Trivandruin on or before 
the 15th day of December 1962 for transmission to the Lok Sabha 
Secretariat. 

Any opinion on the Bill which is sent direct to the Lok Sabha 
Secretariat or to any Ministry of the Government of India will not be 
accepted . 

By order of the Governor , 
é . SANKARAN ELAYATH , 

Law Secretary. 


BN No. 30 of 1962. 
THE LEGISLATIVE COUNCILS (COMPOSITION ) BILL, 1962 


LAS INTRODUCED IN LOK SABHA) 


BILL 
to provide for the composition of the Legislative Councils of States and 

for putters connected therewith . 

By it cnacted by Parliament in the Thirteenth Year of the Republic 
of India as follows: 

1. Skort ti le, extent and commencement ( 1 ) This Act may be 
called the Legislative Councils (Coniposition ) Act, 1962. 

( 2 ) It extends to the whole of India except the State of Janinu 
and Kahmir. 

( 3 ) It shall come into force on such date as the Central Government 
may , by notification in the Official Gazette , appoint. 
2. Definitions. In this Act, unless the context otherwise requires. 

(a ) block samity means a body of persons, by whatever name 
called con : titted by or under any State Act for indertaking 
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developmental activities and recognised as a block samity by rules 
that may be made in this behalf , but shall not include any district 
board , zila parishad or panchayat; 

(b ) "prescribed means prescribed by rules mede under this Act ; 

( c ) tiller of the soil means a person who cultivates land by his 
own labour or by the labour of any members of his family or by 

servants or by hired labour on wages. 
3. Composition of Legislative Councils.- ( 1) The composition of the 
Legislative Council of a State shall be as provided in sub-section (2 ) . 

( 2 ) of the total number of members of the Legislative Council of 
& State 

( a ) as nearly as may be , one -twelfth shall be elected by electorates 
consisting of members of municipalities in the State ; 

(b ) as nearly as may be , one-sixth shall be elected by electorates 
consisting of members of district boards , zila parishads, block samities 
and such other local authorities within the State, not being a 
panchayat, as may be prescribed ; 

( c ) as nearly as may be, one -twelfth shall be elected by members 
of an electoral college chosen by members of panchayats within 
the State and the number of members of the electoral college and 
the manner in which they may be chosen shall be such as may be 
prescribed ; 

( d ) as nearly as may be, one- sixth shall be elected by members 
of an electoral college chosen by members of co -operative societies 
within the State and the number of members of the electoral college 
and the manner in which they may be chosen shall be such as may 
be prescribed ; 

( e ) as nearly as may be, one-twelfth shall be elected by electorates 
consisting of persons residing in the State who have been for at least 
three years graduates of any University in the territory of India or 
have been for at least three years in possession of qualifications 
prescribed by or under any law made by Parliament as equivalent to 
that of a graduate of any such University; 

( f ) as nearly as may be, one-twelfth shall be elected by electorates 
consisting of persons who have been for at least five years engaged 
in teaching in such educational institutions within the State, not 
lower in standard than that of a secondary school, as may be 
prescribed ; 

(g ) as nearly as may be, one-twelfth shall be elected by members 
of an electoral college chosen by persons who have been for at least 
five years engaged in teaching in such educational institutions, within 
the State , not higher in standard than that of a middle school, as 
may be specified by rules made in this behalf, and the number of 
members of the electoral college and the manner in which they may 
be chosen shall be such as may be prescribed; 

( h ) as nearly as may be, one-twelfth shall be elected by members 
of such organised bodies within the State, relating to commerce, 
industry, trade and business, as may be prescribed ; 


(i ) as nearly as may be, one-twelfth shall be elected by persons 
of such orgaised bodies of the tillers of the soil within the State as 
may be prescribed ; 


(j ) the remaining menubers shall be nominated by the Governor in 
accordance with the provisions of Section 4 . 


( 3 ) The members to be elected under clauses (a ) to ( 1) of sub 
section (2 ) shall be chosen in such territorial constituencies as may be 
prescribed and the elections under the said clause shall be held in accord 
ance with the system of proportional representation by means of the 
single transferable vote . 


4. The members to be nominated by the Governor under clause (j ) 
of sub -section (2 ) of Section 3 shall consist of persons having special 
knowledge or practical experience in respect of such matters as the 
following , namely , literature , science, art, co-operative movement and 
social service . 


5 . Act to override other laws. - The provisions of this Act and of the 
rules made thereunder shall have effect notwithstanding anything incon 
sistent therewith contained in the Representation of the People Act, 
1950 (43 of 1950 ) , or the rules made under that Act . 

6. Power to malce rules.- ( 1 ) The Central Government may, after 
consulting the Election Commission , by notification in the Oficial Gazette , 
make rules for carrying out the purposes of this Act. 

( 2 ) In particular and without prejudice to the generality of the 
foregoing power, such rules may provide for all or any of the following 
matters, namely : 

(a ) the block sanities and other local authorities which may have 
representation in the Legislative Council of a State; 

(b ) the number of persons which an electoral college formed under 
this Act may consist of and the manner of choosing them ; 

( c ) the institutions and organised bodies which may have re 
presentation in the Legislative Council of a State ; 

(a ) the territorial constituencies into which a State may be 
divided for the purpose of election to the Legislative Council of the 
State ; 

( e ) any other matter which is to be, or may be, prescribed . 

(3 ) Every rule made under this section shall be laid as soon as 
may be after it is made before each House of Parliament while it is 
in session for a total period of thirty days which may be comprised in 
one session or in two successive sessions, and if before the expiry of the 
session in which it is so laid or the session immediately following, both 
Houses agree in making any modification in the rule or both Houses agree 
that the rule should not be made, the rule shall thereafter have effect 
only in such modified form or be of no effect, as the case may be , so 
however that any such modifications or annulment shall be without pre 
judice to the validity of anything previously done under that rule . 
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STATEMENT OF OBJECTS AND REASONS 
Until Parliament by law otherwise provides the Composition of the 
Legislative Council of a State is based on the provisions contained in 
clause ( 3 ) of Article 171. 

Since the passing of the Constitution organisational patterns of local 
authorities have changed to a great extent. In the process of demo. 
cratic decentralisation , some organised bodies have come into being. 
Co -operative societies are now destined to play a very important part in 
our body politic . It is expected that the whole country will be covered 
by such co-operative societies in different spheres of our community life . 
Also teachers working in educational institutions lower in standard 
than that of a Secondary School, have been asking for representation in 
the Council. It is desirable that organised interests should also be given 
representation so that the Council shall be representative of all interests. 

The object of this Bill is to provide for representation to as many 
organised interests as are functioning in the State . By giving such 
representation to these interests the Council would not only become 
more representative but the functioning of such organisations would 
be encouraged and would get impetus and their working will become 
beneficial to the community at large. The local Council will be provided 
with functional representation which appears to be the intention of the 
Constitution makers . It is necessary that Menibers of Legislative 
Assembly should have the right to elect one third of the total strength 
of the Council. This right has been distributed to organised bodies of 
industries , commerce, trade and business, Agricultural organisations have 
also been provided for 
New Delhi, 

SHP.EE NARAYAN DAS. 
The 4th April, 1962. 


MEMORANDUM REGARDING ITLEGATED LEGISLATION 


Clause 6 of the Bill confers on the Central Government power to 
make rules , in consultation with the Eci.ccon Commission for deter 
mining block samities and other local autho:ities , the number of persons 
which an electoral college formed under the Act may consist of, the 
institutions and organised bodies which may have representation in the 
Legislative Council of a State, and territorial constituencies into which 
a State may be divided for purposes of election to the Legislative Council 
and similar other matters concerning such election . 

The aforesaid matters on which ruies can be inado are generally 
matters of detail. The delegation of Legislative Power , therefore 
normal in character . 
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PART IN 


Arabic Munshys Examination , 1963 


NOTIFICATION 


No. Ex . E1-24114 /62 


ist October 1962. 


1. It is hereby notified that the Arabic Munshys Examination in 
Lower and Higher Grades of March 1963 will be held at the Centres 
noted below : 
Name of Centre . 

Place of Examination . 
Trivandrum S. M. V. High School, Trivandrum . 
Quilon Boys High School, Quilon . 
Alleppey S.D. V. High School, Alleppey. 
Trichur Model High School for Girls, Trichur. 
Kozhikode Government Secondary Schoolfor Women , Kozhikode. 

Cannanore Government Secondary School, Cannanore. 
2. Minimum General Educational qualification for admission to the 
Both Grades of Examination is a pass in Form III (Old ) or Standard 
VIII (Old ) or Standard VII (New ). 
NOTE :-The Candidates who have appeared and failed in the Exami 

nation before 1960 and who have not secured the prescribed 
minimum general Educatioral qualification will be allowed 
to appear for the Examination on the definite condition that 
their results will be released only after they acquire the 
general qualification as stated in para 2 and produce the 
certificate . 


3. Candidates desirous for appearing for the Examination should 
have completed 15 years of age on or before the date of Examination . 

4. The list of Text Books and portions prescribed for the Exami 
nation of March 1963 are given in the annexure to this notification . 


5. A separate Notification regarding the details of Examination , 
subraission of applications, etc., will be published in the Gazette in 
November , 1962 . 


Office of the Director of 

Public Instruction , 
(Examination Branch ) 

Trivandrum . 


K. KRISHNAN NAIR , 

Secretary, 
Board for Public Examinations. 

For Director . 
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List of Text Books and portions prescribed for the Arabic Munshy s Examination 

Lower and Higher Grades of 1963. 
Subject Name of Bookswith portions Author 

Publisher 

Price 
LOWER GRADE 

Rs. np 
Arabic Texts 1 Kerala Arabic Reader for 

Govt. Publication (1962-63) 

100 
Standard X 
2. Qasida- Buruda 

Busiri 

Abdussamad and Sons , Book 
Sellers and Publishers, Syyad 

Wada, Surat (India) 
3 Al- Qirathul Rasshida Part III Abdul Fathah Sabaribeg and 

do . 

150 
Mustaffa Ameon beg.. 
Akhlaq Hidayathul Islamia Part III Mustaffa Saqa 

do . 

0 87 
Quaran Juzu Amma ( Translation ) 

P.Mohamed Moideen or Bharath Chandrika Book Stall , 1 50 

K. M. Mohammed Moulavi P. O. Perumbavoor, Kerala State 
Hadees Mathanul Arabeen Annavavi Yahyabnu -Sharafuddin Abdusammad and Sons, Surat 0 62 

Annavavi 
Fiqh DuroosulFiqh or Noorul Idah Kayyath 

do . 

0 75 
Grammar and 
Composition Mabadiyul Arabiyya Part III Sharthooni 

do . 

6 25 
Malayalam Text 1 കേരള പാഠാവലി മലയാളം 

Govt. Publication for 1962-63 0 80 
and Grammar Standard VIII 
2 Console Book I or Notes 

do 
and exercises on Grammar 
and Composition at the foot 

of each lesson in the text 
Tamil Text Kerala Vachakam Tamil for 

Govt. Publication 

0 80 
and Grammar 

Standard VIII 

2 Painthamil Elakkanam Part I K. Sathyavageeswara Iyer National Publishing Co. Madras 0 50 
Urdu Text and L Jamia-ki-sathween Kithab 

Makthab Jamia Ltd., Jamia 
Grammar 
2 Quavaide- Urdu Part I 

Mohamed Ismail Sahib Teg Kumar Book Depot, Book 
(Pahli Kithab ) (Agra ) 

Sellers and Publishers , Lucknow 
Note.- Text Books published by Government can be had from the Text Book Depots attached to the District Educational 

Officers or from Licensed Book Sellers . 
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nagar, Delhi 


0 . 


HIGHER GRADE 

Rs. nP. 
Arabic Texts 1 Sharahul Mullaquthu Saba u Zauzani 

Abdusammad and Sons, Book 2 50 
Poetry . ( 1st six Mirallaquas) 

Sellers and Publishers , Sayyad 

wada , Surat 
2 Sharah Banath Suad 

do . 

2 00 
Prose Mukhtharath -min - Adabil Arab Syed Abdul Hasen Nadvi 

do. 

4 75 
(Revised Edition ) 
Non -detailed Kaleela -wa -Dimna 

Ibnul Maquaffan 

do. 

5 50 
Text 
Balgath Balgathul-Wadih Aliyul Jarim and Mustaff Amin 

do. 

11 25 
Quran 

Thasfeer Madarik : Surahs: Nissa, 
Maida , Nahal, Noor, Shu ara Ale 

Imran 
Hadeez BulugulMaram Ibn Hajar 

do. 

150 
Fiqh Fathahul Mu een or Sharahul 

do . 
Viquaya 
Abwab :- Jinayath , Faraid Ijarath 

do . 
Hibath , Waqf, Nikkah , 

Quda 
Grammar and Mabadiyul Arabiyya Part IV Sharthooni 

do . 

6 87 
Composition 
Malayalam Text 1 കേരളമലയാളപാഠാവലി Book X 

Govt. Publication for 1962-63 100 
and Grammar 
2 കേരളമലയാളപദ്യപാഠാവലി 

do . 
Book III 
3 ഭാഷാദീപിക. Book II or Notes 

du . 
and exercises on Grammar and 
Composition at the foot of each 
lesson in the text 


Subject Name of Bookswith portions 

Author Publisher 

Price 

Rs. ni . 
Tamil Text and 1 Tamil text Books for S. S. L. C. 

Madras University 

50 
Grammar 

Public Examination 1962-63. 
2 Painthamil Elakanam Part II K. Sathyavageeswara lyar Lalithavilasom Book Depot, 0 60 

Madras 
Urdu Text and 1 . Urduki Sathween Kithab 

Makthab Jamia Ltd., 
Grammar 

Jamianagar, Delhi 
2. Qavide Urdu Part II 

Mohammed Ismil Sahib , Tej Kumar Book Depot, Book 0 34 
Agra 

Sellers and Publishers, Lucknow 
Recitation : Portion in Arabic, Malayalam and Tamil Text Books selected for recitation for S. S. L. C. 1963. 
Note . -Text Books published by Governn :ent can be had from the Text Books Depots attached to the District Educational 

ficers or from Licensed Book Sellers . 
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PART III 

NOTIFICATION 
No. H3/27341/62 . 

22nd September 1962. 
Sub :-Industries - Handicrafts -State award for meritorious work 

doneby craftsmen . 
The Government of Kerala in their order G. O. MS. 408 / Ind. 
dated 1-6-1962 have sanctioned payment of three cash awards of Rs. 250 
each to the best craftsmen every year for outstanding work, if any, during 
the year. One prize would be, for carving in ivory, wood or horn , one 
for work on metal and another for other crafts . A committee has also 
been constituted by the Government for selecting the best craftsmen in 
the three crafts mentioned above. The best articles produced will be 
purchased by the Industries Department. As per G. () . MS. 586 
dated 13-8-1962, Government have approved the Rules regarding the 
selection and award of prizes (vide appendix A to this notification) . 
Craftsmen interested in participating in the Competitions are requested 
to submit the articles meant for the competition along with application 
as per appendix B to this notification duly filled in so as to reach the 
office of the Director of Industries and Commerce, Trivandrum on or 
before 10th December , 1962. Applications or articles received after the 
above due date will not be accepted under any circumstances. 

K. P. VISWANATHAN NAIR , 
Trivandrum . 

Director of Industries and 

Commerce . 


APPENDIX A 


RULES FOR GIVING STATE AWARDS IN HANDICRAFTS. 
1. The objectof the scheme is to give State or National recogni 
tion and patronage for the handicrafts of Kerala by instituting State 
awards for meritorious work done during each year. 

2. The scheme will be put into operation from the year 1962. 

3. It is proposed to give three cash awards of Rs. 250 (Rupees 
Two hundred and fifty only) each to craftsmen for outstanding work if 
any during the year - one for artistic work in ivory, wood or horn , 
another for artistic work in metaland the third for any of the remaining 
crafts . 

4. Any person domiciled in Kerala State can participate in the 
competition on production of proof of eligibility with the necessary 
nativity certificate from the Tahsildar or Panchayat President of his 
area . Artisans in Central and State Government and Quasi-Government 
establishments can also participate in the competition without prejudice 
to their own work . 
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5. A competition will be arranged by the Department of Industries 
and Commerce for this purpose every year on a date to be duly notified 
by the Director of Industries and Commerce in the Gazette . 

6. Interested craftsmen may apply in the prescribed form which 
will be available free of cost with the District Industries Officer of the 
respective District and the Director of Industries and Commerce, 
Trivandrum . The application should be made at least two months 
before the date of the competition together with duplicate copies of 
passport size photographs of the competitor . The craftsman should 
bring the articles to the place fixed for the competition by the Director 
of Industries and Commerce at his own expense . He should make a 
definite declaration stating that the articles proposed for the competition 
have not been presented for any competition anywhere before and also 
submit a declaration to the effect that the articles produced for the 
competition were made by him and are owned by him . 

7. An expert Committee constituted by Government will select 
the best article in each of the three categories, and the decision of this 
Committee will be final . 

8. The Committee will have the right to reject any item without 
assigning any reason (if deemed necessary). No prizes will be awarded 
if none of the entrics is of outstanding artistic merit . 

9. The Committee may if necessary fix the price of the selected 
articles in consultation with the craftsmen and the craftsmen should be 
prepared to sell the articles to the Department at the price fixed by the 
Committee. The decision of the Committee regarding the price fixed 
will be final. 

10. The prizes will be awarded during the Republic Day Cele 
brations of the respective year at Trivandrum , or at any other suitable 
date fixed by the Director of Industries and Commerce. 

11. The Competitors will have to take back their articles not 
selected , at their own expense, after the competition . 
Department of Industries and Commerce, 

Trivandrum . 
" CRAFT COMPETITION FOR GIVING STATE AWARDS 

FOR HANDICRAFTS- 19 ." 
(Application for participation ) 


Name and Address of 

Craftsman . 


Details of articles proposed 

for the competition . 


Passport size 

photo of 
craftsman . 


S 


DECLARATION 


1. I, hereby declare that I agree to abide by the Rules for giving 

State Award in Handicrafts approved by Government in their 

G.O. 
2. I declare that I am domiciled in the State of Kerala . 
3. I agree to bring the articles proposed for competition to the 

place notified by the Director of Industries and Commerce, 

Trivandrum , at my expense. 
4. I submit that the articles proposed for competition were made 

by me and are owned by me. 
5. I submit that the articles proposed for competition have not 

been presented for any competition anywhere before. 
6. I agree to sell the articles selected for issuing award by the 

Selection Committee to Government at a reasonable price 

fixed by the Selection Committee. 
7. I agree to take back the articles not selected at iny expense 

after the competition is over . 
8 I hereby declare to agree to the decision of the Selection 

Committee as final. 


Place : 

Signature of the Craftsman . 
Date: 
Nativity Certificate to be furnished by the Tahsildar Panchayat 

President of the locality. 
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Part III 


NOTIFICATION 


Kerala Government Technical Examination - May 1961. 


Ex. F. 1-16383/1961. 

The following is thelist of candidates who have been finally declared 
to have passed the Kerala Government Technical Examinations held 
in May 1961 under Engineering Group . 


Published on 6-7-1961. 


Reg. 


Subject 


Grade 


Name of 
Candidate 


Class 


No. 


Lower Second 


do . 
do . 
do . 


do . 
do . 
do . 


do . 
do . 


do . 
First 


do. 


Second 


do . 
do . 


do. 
do . 


do . 


do . 


7205 Abraham , K. C. Mensuration 
7208 Appukuttan Nair , A. Practical Plane & 

Solid Geometry 
7211 Aravindakshan , N. Machine Drawing 

Heat Engines 
7214 Antony Dasan, A. Building Materials & 

Construction 

Mensuration 
7223 Balakrishna Pillai, P. Building Materials & 

Construction 
7224 Balachandran Nair, b . Building Materials & 

Construction 

Applied Mechanics 
7225 Balakrishnan Nair , G. Building Materials & 

Construction 
7233 Balakrishnan 

Building Drawing & 
Nair,P.K. 

Estimating 
Practical Plane & 

Solid Geometry 
7234 Balakrishna 

Practical Plane & 
Panicker , B. Solid Geometry 
7241 Babu John , G. 

Hydraulics & 

Irrigation 
Practical Plane & 

Solid Geometry 
7252 Baburaja Prasad, B. Building Materials & 

Construction 
7254 Bhaskaran Pillai, K. Applied Mechanics 
7257 Christudas, I. Building Drawing & 

Estimating 


do . 


do . 


do . 


First 


do . 


do . 


do . 


Second 


do . 


do . 


do . 
do . 


do . 
do . 


do , 


do , 
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Reg . 
No. 


Name of 
Candidate 


Subject 


Grade 


Class 


Second 

do. 
do . 
do . 
do . 
do . 
do . 


do . 
do . 


do . 
do. 


First 
Second 


do . 
do . 
do . 
do . 


do . 


7262 Chandran , G. S. Building Materials & 

Construction Lower 
Mensuration 

do . 
7268 Cheriyan George Mensuration 

do . 
7271 Cherian, C. Y. 

Applied Mechanics 

do . 
7275 Delanoi, M. 

do. 

do . 
7277 Divakaran Nair, K. 

do . 

do. 
7279 Damodaran Pillai, M. Mensuration 

do . 
7280 David Das, M. Building Materials & 

Construction 

do . 
Hydraulics & Irrigation do . 
Hydraulics & Sanitary 
Engineering 

do . 
Applied Mechanics do. 
Practical Plane & 
Solid Geometry 

do . 
7281 Damodaran , A. Applied Mechanics do. 
7288 Dwijarajan , N. Practical Plane & 

Solid Geometry 

do. 
7289 Divakaran , G. 

Applied Machinics do . 
7291 Easwaran Potty , K. Hydraulics & Irrigation do . 

Applied Mechanics do . 
7296 Gopalakrishnan Building Drawing & 
Nair , S. Estimating 

do . 
Practical Plane & 

Solid Geometry do. 
7299 George, K. 

Applied Mechanics do. 
7300 Govinda Pillai, T.K. Applied Mechanics do. 

Mensuration 

do . 
Machine Construction do . 
Machine Drawing 

do . 
Heat Engines 

do . 
7301 Gopalakrishnan Nair, 
V. S. Mensuration 

do . 
Machine Construction do . 
Heat Engines 

do . 
7303 Gopalakrishnan Applied Machanics 

do . 
Nair, P. Mensuration 

do . 
Machine Construction 

do. 
Heat Engines 

do . 
7305 Gopinadhan Nair, K. Building Materials & 

Construction 
Building Drawing & 
Estimating 

do . 
Hydraulics & Irrigation do . 
Hydraulics & Sanitary 
Engineering 

do . 
Applied Mechanics do . 
Mensuration 

do . 
Practical Plane & 
Solid Geometry 

do . 


First 

do . 
do. 

do. 
Second 

do . 
do . 


do. 
do . 
do . 
do . 
do . 
do. 
do. 


do . 


do . 


do . 
First 


Second 
First 

do . 


Second 
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Reg. 
No: 


Grade 


Subject 


Name of 
Candidate 


Class 


do . 


. 


7306 Gopalan Nair, K. Applied Mechanics Lower Second 
7312 Gopalan , M. Hydraulics & Sanitary 

Engineering 

do . do . 

Applied Mechanics do . do . 
7323 George, A. 

Applicd Mechanics do . do . 
7324 Gopinathan Pillai, S. Hydraulics & Irrigation do. 
7327 Gopalan, G. Machnie Construction do . 

do. 
7328 Gopalan, K. Applied Mechanics do . 

do . 
7335 Hariharan , A. Building Materials & 

Construction 

do. 

do . 
Mensuration 

do . do . 
7342 Johnson , T. 

Applied Mechanics 

do . First 
Mensuration 

do . Second 
7346 Jose, K. V. 

Building Drawing & 
Estimating 

Higher Second 
Hydraulics & Irrigation do. do. 

Applied Mechanics do . do . 
7347 Jayapalan Nair, K. Mensuration 

Lower First 
7355 Joseph , D. C. Building Drawing & 

Estimating 

do . 

Second 
7361 Jesudas, D. 

do. 

Higher do . 
7367 Krishnankutty Hydraulics & 
Nair, R. Irrigation 

Lower do . 
7377 Krishnankutty , G. Building Materials & 

Construction 

do . do . 
Applied Mechanics do. do . 
Practical Plane & 
Solid Geometry 

do . do . 
7378 Krishnan Nair, K. Building Materials & 

Construction 

do . do . 
Hydraulics & Sanitary 
Engineering 

do. do . 
Applied Mechanics do . do. 
Practical Plane & 
Solid Geometry 

do . do . 
7380 Krishna Moorthy, Mensuration 

do . First 
K.P. 

Practical Plane & 
Solid Geometry 

do . 

Second 
7388 Kolappa Pillai, K. Mensuration 

do . First 
7389 Krishna Pillai, K , P. Building Materials & 

Construction 

Higher Second 

Hydraulics & Irrigation do. do . 
7390 Kamaladharan Building Materials & 
Achary, N. Construction 

do. do . 
7397 Krishnan Nair, P. 

do . 

do . do . 
7404 Kesavan Asari, K. Building Drawing & 

Estimating 

do . do . 

do . 
7413 Krishna Moorthy, N. Machine Construction Lower 


19899494454444$$$$$$$€ 
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Reg . Name of 

Subject 

Grade Class 
No. 

Candidate 
7416 Kunjuvava 

Heat Engines 

Lower Second 
7429 Mathew , K. L. Machine Drawing 

do . do . 
7434 Mohanachandran Building Materials & 
Nair , S. Construction 

do . do . 
Applied Mechanics 

do . do . 
7435 Manikantan 

Hydraulics & Irrigation do . do . 
Nair, V. S. 

Hydraulics & Sanitary 
Engineering 

do . do . 
Applied Mechanics do. First 
Practical Plane & 
Solid Geometry 

do . do . 
7441 Manikantan Nair , A. Hydraulics & Irrigation do. Second 

Hydraulics & Sanitary 
Engiheering 

do . do. 

Applied Mechanics do . First 
7412 Moni, K. S. 

Applied Mechanics do . Second 
7443 Mathulla , K. A. Hydraulics & Irrigation Higher do . 
7448 Nanoharan Nair, P. Applied Mechanics do . 

do . 
7451 Meenakshi Sundaram Building Drawing & 
Pillai, S. Estimating 

Lower do. 
Mensuration 

do . First 
Practical Plane & 

Solid Geometry do . Second 
7454 Madhavan Nair, A. Applied Mechanics Higher do. 
7460 Maleswaran Nair, P. Building Materials & 

Construction 

do. 

do . 
Hydraulics & Irrigation do. First 

Applied Mechanics Lower do . 
7467 Narayana Pillai, P. Hydraulics & Irrigation do . 

Second 
Mensuration 

do. 

do . 
7469 Nagappan 

Hydraulics & Irrigation Higher do . 
Kurukkal, c . Applied Mechanics do . do . 
7471 Narayanan , M. Mensuration 

Lower First 
7478 Neelakanta Iyer, K. Building Drawing & 

Estimating 

do. Second 
7479 Nataraja Pillai, S. Applied Mechanics 
dlo . do . 
7430 Narayanan Chettiar C. Applied Mechanics do . do . 

Practical Plane & 
Soild Gcometry 

do . 

do . 
7481 Narayanan Nair, T.M.Hydraulics & Irrigation Higher First 
7491 Parameswaran Hydraulics & Irrigation Lower Second 
Nair , C. Applied Mechanics do . do . 
Mensuration 

do . 

First 
Practical Plane & 
Solid Geometry 

do . Second 
7493 Prabhakaran Nair , C. Building Materials & 

Construction 

do . do . 

Applicd Mechanics do . do . 
7495 Ponnayyan , S. Hydraulics & Irrigation do . do . 

Applied Mechanics do . do . 


5 


Reg . 
No. 


Name of 
Candidate 


Subject 


Grade 


Class 


do . 


7500 Prabhakaran 
Nair, K. P. Mensuration 

Lower Second 
7506 Prabhakaran 

Building Drawing & 
Thampi, R. Estimating 

Higher Second 

Hydraulics & Irrigation do. do. 
7514 Prabhakaran , D . Building Materials & 

Construction Lower do . 
Building Drawing & 
Estimating 

do . do . 
7515 Ponnayyan Nadar , J. Hydraulics & Irrigation do . 

Applied Mechanics do . do . 
Practical Plane & 

Solid Geometry do . do . 
7517 Parameswaran , S. Practical Plane & 

Soild Geometry 

do . do . 
7534 Pappy, P. 

Building Materials & 

Construction Higher do. 
7535 Pushparajan , K. Machine Construction Lower do . 

Machine Drawing do . do . 
7536 Ravindran Nair, R. Applied Mechanics Higher do . 
7537 Ramachandran Hydraulics & Irrigation do . do . 
Nair, V. Hydraulics & Sanitary 
Engineering 

Lower do. 
7538 Rajayyan , H. Mensuration 

do . 
7555 Rajan , K. 

Machine Drawing 

do . 
7581 Ramachandran Nair , Applied Mechanics 

do . 

do . 
K.K. 

Machine Drawing do . do . 
7583 Ramachandran Building Materials & 
Nair, S. Construction 

do . 
Building Drawing & 
Estimating 

do . do . 
Applied Mechanics do . First 
Mensuration 

do . Second 
7584 Ramachandran Practical Plane & 
Nair , S. 

Solid Geometry do . do. 
7593 Ramachandran 
Nair, R. Applied Mechanics 

Higher do . 
7595 Raghavan Nair, A.N. do. 

do . do . 
7598 Ramachandran, R. Building Drawing & 

Estimating 

Lower do . 
7600 Ramachandran 
Nair, V. G. 

do. 

do . do . 
7604 Ravindrakumar Building Materials & 
Nair , C. Construction 

do . do . 
Practical Plane & 
Solid Geometry 

do . First 
7606 Raghunatha Machine Construction do . Second 

Heat Engines 

do . 
Iyer , K. S. 

do . 


do . 
do . 


do. 


Grade 


Reg. 
No. 


Subject 


Class 


Name of 
Candidate 


7617 Sankaranarayana 
Pillai, K. Mensuration 

Lower Second 
7620 Sukumaran , K.N. Mensuration 

do . First 
7621 Sudhakaran Nadar, S. Mensuration 

do . Second 
7625 Sreekumaran Nair, K. Mensuration 

do . do . 
Practical Plane & 

Solid Geometry do . First 
7642 Sreekantan Nair , A. Building Drawing & 

Estimating 

Higher Second 

Applied Mechanics do . do . 
7644 Sreekumaran Nair, S. Machine Drawing Lower do . 
7650 Sundareswaran Nair, N.Mensuration 

do . do. 
7651 Sivankutty Nair, K. Applied Mechanics do. do . 

Practical Plane & 

Solid Geometry do . First 
7655 Sudhakaran Nadar, P. Building Materials & 

Construction 

do. Second 
Building Drawing & 
Estimating 

do . do . 

Hydraulics & Irrigation do. do . 
7657 Somasekharan Nair,K . Applied Mechanics do. do . 
7662 Sadanandan , V. Hydraulics & Irrigation do . 

First 
Applied Mechanics do . Second 
7663 Sukumaran , G. Hydraulics & Irrigation Higher do . 
7664 Shanmughan Nair, G. Hydraulics & Irrigation Lower do . 

Hydraulics & Sanitary 
Engineering 

do . do . 

Applied Mechanics do . First 
7666 Sukumaran , P. Building Materials & 

Construction 

do. Second 
Building Drawing & 
Estimating 

do . do . 
Hydraulics & Irrigation do . do . 
Mensuration 

do . 

do. 
Practical Plane & 
Solid Geometry 

do . First 
7668 Sasidharan Nair, M. Building Materials & 

Construction 

do . Second 

Hydraulics & Irrigation do . do . 
7670 Sadasivan Asari, C. Machine Drawing do. do . 
7677 Sadasivan ,M. Practical Plane & 

Solid Geometry 

do . do . 
7681 Sreedharan Pillai, N. Hydraulics & Sanitary 

Engineering 

do . do . 
Applied Mechanics do . 

First 
Practical Plane & 
Solid Geometry 

do . do. 
7682 Sulochanan Nair, V. Hydraulics & Irrigation Higher Second 
7701 Sudhakaran Nair, T.R. Mensuration 

Lower do . 
Machine Drawing do . do. 


Reg. 
No. 


Name of 
Candidate 


Subject 


Grade 


Class 


do . 


do . 


do . 
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7705 Santhakumaran , K. Machine Construction Lower Second 

Machine Drawing do. 
7709 Subramonia Iyer, S. Building Materials & 
Construction Higher 

do . 
Applied Mechanics do . 

do . 
7712 Sivasankara 

Hydraulics & Irrigation do. 
narayanan , S. Hydraulics & Sanitary 

Engineering Lower do . 
Applied Mechanics 

Higher do . 
Practical Plane & 
Solid Geometry 

Lower First 
7727 Sreedharan Nair, N. Building Drawing & 

Estiating 

do. Second 
7731 Santhakumaran , N. K. Building Materials & 

Construction 

do . 
7732 Sasidharan Nair, K. Mensuration 

do . do . 
7736 Sasidharan Nair, S. Mensuration 

do. do . 
7738 Sankaranarayana Building Drawing & 
Pillai, V. 

Estimating Higher do . 
7742 Sudevan , M. Machine Construction Lower do . 
7743 Sundaresan Nair , V. Mensuration 

do . First 
7751 Sukumaran Nair , P. Building Drawing & 

Estimating 

do . Second 
Hydraulics & Irrigation do . do. 

Applied Mechanics do . do . 
7757 Sundaram , R. Building Drawing & 

Estimating 

do . do . 
7759 Sankara Iyer, A. 

do , 

do . do . 
7772 Sudhakaran , P.G. Applied Mechanics 

do . do . 
7782 Thankappan , M. Practical Plane & 

Solid Geometry do. First 
7784 Thompson , D. 

Building Drawing & 
Estiamting 

do . Second 
Hydraulics and 
Irrigation 

do. do . 
Applied Mechanics 

Higher do. 
Mensuration 

do . 
Practical Plane & Lower First 

Solid Geometry 
7789 Thomas Kutty, S. Building Materials & 

Construction Higher Second 
Building Drawing & 
Estimating 

Lower do . 
7791 . Thanu Pillai , R. Hydraulics & 

Irrigation 

do . do . 
Applied Mechanics 

do . do . 
7794 Vasu Achari, R. Building Materials & 

Construction 

do , do . 


do . 


Reg . 
No. 


Name of 
Candidate 


Subjects 


Grade 


Class 


Second 


do . 


do. 


do . 
do . 


do . 


do . 
do . 
do . 
do. 


do . 
do . 


do. 


do . 


do . 


7797 Velappan Asary , G. Mensuration 

Lower 
7802 Vasu Devan 

Building Materials & 
Nambiar, V. Construction Higher 

Building Drawing & 
Estimating 

do . 
7803 Velappan Nair, N. Building Drawing & 

Estimating 

Lower 
7820 Vijaya Kumar, B. Mensuration 

do . 
7826 Vidyadharan , N. Building Drawing & 

Estimating 

do . 
7831 Vasudevan Nair, G. Practical Plane & 

Solid Geometry 

do . 
7841 Wilson Jacob , A. Mensuration 

do . 
7844 Zachariah , K.M. Applied Mechanics 

Higher 
7848 Eliyazer, G. 

Mensuration 

Lower 
7850 Esthappan , K. K. Building Drawing & 

Estimating Higher 
Mensuration 

Lower 
7855 Arundhathi, G. Hydraulics & 

Irrigation 

do . 
Practical Plane & 
Solid Geometry 

do . 
7859 Clara J. R. 

Hydraulics & Sanitary 
Engineering 

do . 
Practical Plane & 
Solid Geometry 

do . 
7862 Evongeline Fletcher, T. Practical Plane & 

Solid Geometry do . 
7870 Komala Kumari Practical Plane & 
Amma, c . 

Solid Geometry do . 
7875 Leela Bai, B. 

Building Materials & 
Construction 

do . 
7877 Marykutty, A. Building Materilas & 

Construction 
Applied Mechanics 

do . 
Practical Plane & 
Solid Geometry 

do . 
7878 Mercy, J. 

Applied Mechanics 

do . 
7879 Nalini, S. 

Hydraulics & 
Irrigation 

do . 
7880 Omana , B. 

Building Drawing & 
Estimating 

do . 
Hydraulics & 
Irrigation 

do . 
Applied Mechanics 

do . 
Mensuration 

do . 
7887 Rajamma, P.N. Hydraulics & 

Irrigation Higher 
7890 Sarojini Amma, K , Building Drawing & 

Estimating Lower 


do . 


do , 


First 


Second 


do . 


do. 
do . 


do . 
do . 


do . 


do . 


do . 
do . 
do . 


do . 


do , 


qyr 


31131 SOOLS 


21.1 


Reg. 
No. 


Name of 
Candidato 


Subject 


Grade 


Class 


. 


7891 Sarojini Bai, R. Mensuration 

Lower Second 
7392 Saraswathy Ammal, V. Building Drawing & 

Estimating Higher do . 
Hydraulics & 
Irrigation 

do . First 
7900 Somavalli, C. K. Building Drawing & 

Estimating 

Lower 

Second 
Practical Plane & 

Solid Geometry do . do . 
7902 Syamala Devi, M. P. Mensuration 

do. do . 
7904 Santhakumary 

Building Materials & 
Amma, P. Construction 

do . 

do . 
Hydraulics & 
Irrigation 

do . do . 
7905 Syamala Devi, N. Machine Drawing Higher 

do 
7906 D. Sarasamma, L. Hydraulics and 

Sanitary Engincering Lower do . 
Applied Mechanics do . First 
Practical Plane & 

Solid Geometry do . do . 
7906A . Thresiama, K. A. Building Materials & 

Construction 

Higher Second 
7906B. Visalammal, C. Mensuration 

Lower do . 
Practical Plane & 

Solid Geometry do. do . 
7907 Anandan , B. 

Practical Plane & 

Solid Geometry do. do . 
7909 Bhaskaran Nair , G. Hydraulics & 

Irrigation 

do . do . 
Mensuration 

do. do . 
7912 Balachandran , K. Practical Plane & 

Solid Geometry do . First 
7915 Chacko, P. C. 

Practical Plane & 
Solid Geometry 

do . Second 
7918 Dharmarajan , K. Building Drawing & 

Estimating 

do . do. 
7921 Devadas, G. Applied Mechanics do . do. 

Machine Drawing do . do . 
7925 Gopalakrishnan Pillai, V Building Drawing & 

Estimating 

do . do. 
Mensuration 

Higher do . 
7926 Gopinadhan Pillai, N. Building Drawing & 

Estimating Lower do. 
Hydraulics & 
Irrigation 

do . 

do . 
Mensuration 

Higher 

do . 
7928 Gopinathan Pillai, K. Hydraulics & 

Irrigation 

Lower 

do. 
Applied Mechanics do. do . 
G 2251 
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Reg. 


Name of 
Candidate 


Subject 


Grade 


Class 


No. 


Second 


do. 


do . 


do . 
do . 


do . 


do. 


do. 
do . 
do . 
do . 


do . 
do . 


do. 


do 


do . 


do . 


7797 Velappan Asary , G. 

Mensuration 

Lower 
7802 Vasu Devan 

Building Materials & 
Nambiar, V. Construction Higher 

Building Drawing & 
Estimating 

do. 
7803 Velappan Nair, N. Building Drawing & 

Estimating 

Lower 
7820 Vijaya Kumar, B. Mensuration 

do . 
7826 Vidyadharan , N. Building Drawing & 

Estimating 

do . 
7831 Vasudevan Nair, G. Practical Plane & 

Solid Geometry 
7841 Wilson Jacob , A. Mensuration 

do . 
7844 Zachariah , K.M. Applied Mechanics 

Higher 
7848 Eliyazer, G. 

Mensuration 

Lower 
7850 Esthappan, K. K. Building Drawing & 

Estimating Higher 
Mensuration 

Lower 
7855 Arundhathi, G. Hydraulics & 

Irrigation 
Practical Plane & 
Solid Geometry 

do . 
7859 Clara J. R. 

Hydraulics & Sanitary 
Engineering 

do . 
Practical Plane & 

Solid Geometry do . 
7862 Evongeline Fletcher, T. Practical Plane & 

Solid Geometry 

do . 
7870 Komala Kumari Practical Plane & 
Amma, C. 

Solid Geometry do . 
7875 Leela Bai, B. 

Building Materials & 
Construction 

do . 
7877 Marykutty , A. Building Materilas & 

Construction 

do . 
Applied Mechanics 

do . 
Practical Plane & 

Solid Geometry do . 
7878 Mercy , J. 

Applied Mechanics do . 
7879 Nalini, S. 

Hydraulics & 
Irrigation 

do . 
7880 Omana, B. 

Building Drawing & 
Estimating 

do . 
Hydraulics & 

Irrigation 
Applied Mechanics 

do . 
Mensuration 

do . 
7887 Rajamma, P. N. Hydraulics & 

Irrigation 

Higlier 
7890 Sarojini Amma, K , Building Drawing & 

Estimating Lower 


do . 


do . 


First 


Second 


do. 
do. 


do . 
do . 


do . 


do . 


do . 


do . 
do . 
do , 


do . 


do , 


Grade 


Reg . 
No. 


Subject 


Class 


Name of 
Candidate 


do. 


- 


7891 Sarojini Bai, R. Mensuration 

Lower Second 
7392 Saraswathy Ammal, V. Building Drawing & 

Estimating Higher do . 
Hydraulics & 
Irrigation 

do . First 
7900 Somavalli, C. K. Building Drawing & 

Estimating 

Lower Second 
Practical Plane & 
Solid Geometry 

do . do. 
7902 Syamala Devi, M. P. Mensuration 

do . 
7904 Santhakumary 

Building Materials & 
Amma, P. Construction 

do . do . 
Hydraulics & 
Irrigation 

do. 

do . 
7905 Syamala Devi, N. Machine Drawing Higher 

do 
7906 D. Sarasamma, L. Hydraulics and 

Sanitary Engincering Lower do . 
Applied Mechanics do . First 
Practical Plane & 

Solid Geometry do . do . 
7906A . Thresiama, K. A. Building Materials & 

Construction 

Higher Second 
7906B . Visalammal, c . Mensuration 

Lower do . 
Practical Plane & 

Solid Geometry do . do . 
7907 Anandan , B. 

Practical Plane & 
Solid Geometry 

do . do . 
Bhaskaran Nair, G. Hydraulics & 

Irrigation 

do . do. 
Mensuration 

do. do . 
7912 Balachandran , K. 

Practical Planc & 
Solid Geometry 

do . First 
7915 Chacko, P. C. Practical Plane & 

Solid Geometry 

do . Second 
7918 Dharmarajan, K. Building Drawing & 

Estimating 

do . do . 

do . 
Applied Mechanics 

do . 
7921 Devadas, G. 

Machine Drawing do . do. 
7925 Gopalakrishnan Pillai, V Building Drawing & 

Estimating 

do . do . 
Mensuration 

Higher do . 
7926 Gopinadhan Pillai, N. Building Drawing & 

Estimating 

Lower do , 
Hydraulics & 
Irrigation 

do . do . 
Mensuration 

Higher do . 
7928 Gopinathan Pillai, K. Hydraulics & 

Irrigation 

Lower do. 

Applied Mechanics do . do. 
G 2251 
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Reg. 
No. 


Name of 
Candidate 


Subject 


Grade 


Class 


do. 


do . 


7931 Govindan Unnithan , K. Building Materials & 

Construction Lower Second 
7937 Kamalasanan, V. Building Drawing & 

Estimating 

do. do. 
Hydraulics & 

Irrigation Higher do . 
7939 Mammachen, V. I. Building Drawing & 

Estimating 

Lower 

do . 
Hydraulics & 
Irrigation 

do. do . 
7940 Madhavan , P. Building Drawing & 

Estimating 

do . do . 
Hydraulics & 
Irrigation 

do . 
7942 Narayana Pillai, R. Hydraulics & 

Irrigation 

Higher do . 

Applied Mechanics do . 
7944 Natesan , G. 

Hydraulics & 
Irrigation 

Lower do . 
7946 Prabhakaran , N. Building Drawing & 

Estimating 

do. do . 
Hydraulics and 

Sanitary Engineering Higher do . 

Applied Mechanics Lower First 
7955 Ramachandran , A. K. Building Materials & 

Construction Higher Second 
7956 Renganadha Iyer, G. Hydraulics and 
Sanitary Engineering Lower 

First 
Applied Mechanics do . Second 
7961 Ramakrishnan, V. Practical Plane & 

Solid Geometry 

do . do . 
7963 Ravindran , K. P. Mensuration 

do . do . 
7970 Ramesan , N. Building Materials & 

Construction 

do . do . 
7972 Ravindran Nair, R. Building Materials & 

Construction 

do . 
7974 Sathiadasan , M. Building Drawing & 

Estimating 

do. do . 
7979 Sukumaran Nair, K. P. Hydraulics & 

Irrigation 

do . do . 
Applied Mechanics do. 

do . 
7989 Sukumaran Nair, K. Building Materials & 

Construction Higher do . 
Practical Plane & 

Solid Geometry Lower do . 
7992 Sudheendran , D. Building Materials & 
Construction Lower 

do . 
7994 Sreedharan Nair, K. Building Drawing & 

Estimating 

do . do . 


do . 
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Reg . 
No. 


Name of 
Candidate 


Subject 


Grade 


Class 


7998 Thankappan Pillai, K. Mensuration Lower Second 
8000 Viswanadhan, M. Building Drawing & 

Estimating 

do . do . 
Applied Mechanics do . First 
Mensuration 

do . do . 
8001 Vamadevan , V. N. Machine Drawing Higher First 
8002 Vikraman Pillai, C. Building Drawing & 

Estimating 

Lower Second 
Mensuration 

do . do . 
8005 Vidyadharan , D. Practical Plane & 

Solid Geometry do . First 
8009 Vahanan , V. Building Materials & 

Construction 

do . Second 
8014 Lohitha, K. 

Hydraulics & 
Irrigation 

Higher First 
Hydraullics & 

Sanitary Engineering Lower Second 
8018 Sarama, V. 

Hydraulics & 
Irrigation 

do do. 
Hydraulics & 
Sanitary Engineering do. do. 
Practical Plane & 
Solid Geometry 

do . First 
8019 Sushama, P. 

Practical Plane & 
Solid Geometry 

do . Second 
8021 Ayyappan Pillai, R. Hydraulics & 

Irrigation Higher First 
Hydraulics and 

Sanitary Engineering Lower Second 
8022 Ayyappan Nair , S. Hydraulics & 

Irrigation Higher do . 
Hydraulics and 
Sanitary Engineering Lower First 
Applied Mechanics do . do . 
Practical Plane & 
Solid Geometry 

do . Second 
8034 Aravindakshan Asan C. Building Materials & 

Construction Higher d . 
Building Drawing & Lower 

do . 
Estimating 

do . 

do . 
Hydraulics & 
Sanitary Engineering do . First 
Mensuration 

Higher Second 
8038 Anirudhan , P. 

· Practical Plane & 
Solid Geometry 

Lower do 
8040 Abraham , M. T. Applied Mechanics Lower First 
8048 Bhasakaran , R. Machine Drawing do . Second 
8053 Bhaskaran P. 

Applied Mechanics do . First 


2 
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8057 Bhaskara Kaimal Hydraulics and 

Irrigation 

Higher First 
Practical Plane & 

Solid Geomery Lower Second 
8058 Bhaskaran Kartha, S. N. Machine Drawing do . do . 
8067 Banniam Vaidyan , T. Building Materials & 

Construction 

do. 

do. 
8069 Babykutty K. Machine Construction do . 

do , 
8076 Chandrasekharan Mensuration 

do . 
Nair, G. Machine Construction do . 
Heat Engines 

do . 
8077 Chandrasekhara Pillai K. Hydraulics & 

Irrigation 

Higher do . 
8082 Chandra Das, P. Building Drawing & 
Estimating • Lower 

do . 


do . 
do . 
do . 


do . 


8087 


do . 


do . 
do . 


do . 
do . 
do . 


do . 


do . 


8085 Chandrachudan Mensuration 

do . 
Pillai, P. 
8086 

Chandra Mohanan , E. Machine Construction do . 
Chacko, M. 

Building Materials & 
Construction 

do . 
Mensuration 

do . 
8089 Chitrabhanu, G. Building Materials & 

Construction 

do . 
8090 Chellappan , N. Mensuration 

do. 
8093 Chitra Das, N. Machine Construction 

do. 
8099 David , K.M. Applied Mechanics 

do. 
8101 Dasappan , P. K. Mensuration 

do . 
Machine Construction 

do . 

Heat Engines. 
8102 Dinakaran, N. Machine Drawing do . 
8103 Divakaran , K. Mensuration 

do . 
8106 Divakaran , K. Applied Mechanics do . 
8107 Divakaran , N. Hydraulics and 

• Irrigation 

Higher 
Hydraulics & 
Sanitary Engineering Lower 

Applied Mechanics do . 
8115 Gopinathan Nair, G. Mensuration 

Lower 
Practical Plane & 

Solid Geometry do . 
8116 Gopinathan Nair, R. Building Materials & 

Construction 

do . 
8121 Gopinadhan Nair , R. Building Materials & 

Construction 
Hydaulics and 
Irrigation 

do . 
Applied Mechanics 

do . 
Mensuration 

Higher 


do . 
do . 
do. 
do . 
do . 


do . 


do . 


do . 
do . 
do. 


do . 


do . 


do . 


do . 


do . 
do . 
do 
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8123 Gopinathan, V. Hydraulics & 

Sanitary Engineering Lower Second 
Applied Mechanics do . do . 
Mensuration 

do . do . 
8124 Gopinadhan , B. Mensuration 

do . do. 
8125 Gurudasan , N. Building Drawing & 

Estimating 

do . do . 
Hydraulics & 
Irrigation 

do . 

do . 
8126 Gurudasan , K. Building Drawing & 

Estimating 

do . do . 
Hydraulics & 
Irrigation 

do . First 
Hydraulics & 
Sanitary Engineering 

do. Second 
Applied Mechanics do . 

First 
8130 George, D. 

Hydraulics & 
Sanitary Engineering Lower Second 
Mensuration 

do . do . 
8133 George, M. 

Applied Mechanics do. do . 
8144 Gopalakrishnan K. S. Building Drawing & do . do . 

Estimating 
Hydraulics & 
Irrigation 

do . do . 
Applied Mechanics do . do . 
Mensuration 

do . do . 
8146 Gopalakrishna Pillai, M. Building Drawing & 

Estimating. 

Lowe) Second 
8148. Gopalakrishnan Nair , S. Practical Plane & do . First 

Solid Geometry . 
8149 Gopalan , K. N. Hydraulics and 

Irrigation 

Higher Second 
8165 Janardana Iyer, R. Building Drawing and Lower do. 

Estimating. 
8170 Janardanan Pillai, G. Building Materials and Lower do 

Construction . 
Building Drawing and do . do. 

Estimating. 
3171 John , V. G. 

Hyrdaulics and 

do . do . 

Irrigation 
8176 John, M. T. Mensuration . 

do . 

Machine Construction . do . 
3177 John , M. A. 

Mensuration . 

do . do. 
Machine Construction . do . 

do. 
Machine Drawing. 

do . do . 
Heat Engines. 

• do . do . 
8181 Jacob , K. C. 

Hydraulics and 
Írrigaiton . Higher 

do . 
8182 Jayakesan , N. Machine Construction . Lower do . 


do. 
do . 
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do . 
do . 


8184 John Felix Antony, K. Machine construction Lower Second 

Heat Engines.. 

do . do. 
8186 James, P. G. 

Building and 
Estimating 

do . do . 
Mensuration . 

do . 
8190 Jacob , K. I. 

First 
8191 Jacob Mathew . Mensuration 

do . do . 

Machine Construction . do. Second 
8192 Joseph , A. 

Mensuration . 

do . First 
Machine Construction . do . Second 
Heat Engines. 

do . do . 
8193 Joseph, G. 

Mensuration . 

do . do . 
.8194 Geevarghese, T. C. Mensuration . 

do . do . 
8197 Joy Kutty, P. Mensuration . 

do . 
Heat Engines. 

do . 
8198 Jagannadhan , N. Mensuration . 

do . 

do . 
8200 Jayachandran , G. Heat Engines. 

do . do. 
8207 Karunakaran , G. Machine Construction . do . do . 
8209 Kunjukunju , G. Building Materials & 

Construction . 

do . do . 
Buinding Drawing and 
Estimating . 

do . do . 
8212 Kunju Raman Achari, V. Building Drawing 

and Estimating. do . do . 
8215 Kuttappa Kurup , G. Mensuration . 

do . do . 
8218 Kochu Bava, M. C. Mensuration . 

do . do . 
8223 Krishnan Nair , G. Building Materials & 

Construction 

do. do . 
Mensuration 

do . do . 
8224 Krishnan Achary, R. Practical Plane & 

Solid Geometry 

do . First 
8225 Kochumman , M. Hydraulics & 

Irrigation 

do . Second 
8226 Krishnaswamy, K. Hydraulics & 
Sanitary Engineering 

do. 
8227 Kunjukrishna Mensuration 

do . do . 
Pillai, K. 
8228 Krishna Pillai, S. Mensuration 

do . do . 
8236 Krishnan Potty , G. Machine Construction do . do . 

Machine Drawing 

do . 
Heat Engines 

Second 
8238 Krishna Kurup, N. Mensuration 

do . 
Machine Drawing 

do . 
8244 Krishnan , K. 

Mensuration 

do . 

do. 
8253 Mathew , P. C. Hydraulics & 

Irrigation 

do . 

do . 
Mensuration 

do . 

do . 
8255 Mahadevan , A. Hydraulics & 

Irrigation 

do . do . 


do. 


First 


do . 
do. 
do . 
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do . 


8263 Madhusoodanan Mensuration 

Lower First 
Pillai, P. Machine Construction do. Second 
Heat Engines 

do . do . 
8265 Mathew , K. K. Machine Construction do . do . 

Machine Drawing do . do . 
8266 Madhusudanan, T. K. Mensuration 

do . do . 
Machine Construction 

do . 
Machine Drawing 

do . do . 
8272 Madhavan Pillai, K. Mensuration 

do . First 
8277 Mani, S. 

Mensuration 

do. Second 
Machine Construction do . do. 
Heat Engines 

do . do . 

Machine Construction do . 
8287 Narayanan Nair , K. 

do . 
Machine Drawing do . do . 
Heat Engines 

do . do . 
8289 Neelakantan Potti, K. Machine Drawing do . do . 
8292 Narayana Pillai, E. V. Building Drawing & do. do . 

Estimating 

do . do. 
Practical Plane & 
Solid Geometry 

do . First 
8295 Oommen , K. V. Machine Construction do. do . 

Machine Drawing do . do. 
Heat Engines 

do . do . 
Mensuration 

do . 
8298 Philip , K. G. 

First 
8299 Peethambaran , J. Hydraulics & 

do . Second 

Irrigation 
8307 Pappachan , A. Building Materials & 
Construction 

do . 
Mensuration 

do . 
Mensuration . 

do . 
8311 Pappachen , V. 

do . 
Machine Construction . do . do. 
Heat Engines 

do . 

do. 
Applied Mechanics 

do . 
8312 Poulose, M. P. 

do . 
Mensuration . 

do. 

do . 
Machine Construction do . do . 
Machine Drawing 

do . 

do . 
Heat Engines. 

do. 

do . 
Mesuration . 

do. 
8314 Philip , P. O. 

do . 
Machine Construction do . 

do . 
Building Materials & do . 
8326 Ravindran , V. 

do . 
Construction . 
8331 Radhakrishna Hydraulics & Sanitary 
Pillai, s . Engineering, 

do . do . 
Mensuration . Higher 

do . 
8332 Ramachandran , Practical Plane and 

Solid Geometry do . 
Nair , G. 

First 
8335 Rajendran , V. Building Materials & 

Construction 

Higher 

do. 
Building Drawing & 
Estimating . 

Lower do . 


do . 
do . 
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3337 Rajan, N.) 

Applied Mechanics Lower First 

Building Drawing & do . 
8348 Raghavan, Nair R. 

do . 
Estimating 

do . do . 
Hydraulics & 
Irrigation . 

do . do . 
Practical Plane & 

Solid Geometry do. do . 
8349 Ramachandran Hydraulics and 
Chettiar, S. Irrigation . 

do . Second 
8352 Raghavan Pillai, R. Applied Mechanics HigherFirst 
8353 Ramachandran Building Drawing & 
Nair , K. 

Estimating. Higher Second 

Applied Mechanics. Lower First 
8361 Radhakrishnan Nair, G. Hydraulics & 

Sanitary Engineering do . Second 
Mensuration 

do . do . 
8370 Ramakrishna Pillai, Building Materials & do . do . 

K. P. Construction 
8371 Ramachandran Nair , G. Building Drawing & 

Estimating 

do . do. 
Hydraulics & 
Irrigation 

do. do . 

Applied Mechanics do . First 
8372 Ramanandan , S. Machine Construction do . Second 

Heat Engines 

do . do . 
8380 Raghavan, V. Machine Drawing do . do . 
8384 Sadanandan Pillai, N. Practical Plane & 
. 

Solid Geometry 

do . First 
8387 Somasekharan Pillai, V. Mensuration 

do . 

do . 
8390 Sivadasan , K. Machine Drawing 

do . 

Second 
8393 Surendran , N. Applied Mechanicss 

do . do . 
Machine Drawing 

do. do . 
8394 Sadanandan , T.V. Applied Mechanics 

do. 
Machine Construction 

do . 
Machine Drawing do . 
Heat Engines 

do . do . 
8395 Samuel, K. 

Machine Construction do . . do . 
8396 Sahadevan , P. K. Mensuration 

do . 

First 
Machine Drawing do . Second 
Heat Engines 

do . do . 
8397 Sasidharan , K. M. Applied Mechanics 

do . 

do . 
Mensuration 

do. 
Machine Construction 

do . do. 
Machine Drawing do . do. 
Heat Engines 

do. do. 
8398 Sivadasan , G. Machine Drawing do . do . 


do . 
do. 
do . 


do . 
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First 


8403 Sadanandan Nair, P. Hydraulics & 

Sanitary Engineering Lower Second 
Applied Mechanics do . do . 
Mensuration 

do . do . 
Practical Plane & 
Solid Geometry 

do . 
8409 Somarajan, P. Applied Mechanics do. Second 

Mensuration 

do . do. 
Heat Engines 

do . do. 
8436 Sivadasa Kurup , S. Mensuration 

Higher do . 
8442 Somanathan, G. Hydraulics & 

Sanitary Engineering Lower do . 
8443 Surendran Nair , V. Building Materials & 

Construction Higher do . 
8444 Sadanandan Asari, M. Building Drawing & Lower do . 

Estimating 

Lower do . 
8459 Satheesan , D. Building Materials & do. do. 

Construction 
8460 Sadasivan , V. Hydraulics & 

Irrigation 

do. do . 
Hydraulics & 
Sanitary Engineering do . do. 
Practical Plane & 

Solid Geometry do . First 
8463 Somarajan , R. Building Drawing & 

Estimating 

do . 

Seconu 
Hydraulics & 
Sanitary Engineering do . First 
Practical Plane & 
Solid Geometry 

do . do . 
8467 Somappan Pillai, K. Mensuration 

do. do. 
8458 Sadasivan , K. Hydraulics & Irrigation do. 

Second 
Practical Plane & 
Solid Geometry 

do . First 
8471 Thomas, C. 

Building Materials & 
Construction 

Higher Second 
8472 Thankappan Asary , K. Building Drawing & do. do. 

Estimating 
Applied Mechanics 

Lower do . 
8474 Thankappan , N. 

Hydraulics & 
Irrigation 

Higher do . 
Hydraulics & 

Sanitary Engineering Lower do , 
• 8476 Thulaseedharan Nair, P. Mensuration Lower do . 
8481 Thomas, C. C. Machine Construction do . 

do . 
Machine Drawing do . do . 
8482 Thomas, M.G. Heat Engines 

Lower Second 

do . do . 
8489 Thankappan Nair , K. Building Materials & 

Construction 
Mensuration 

do . First 
G 22511J 
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Candidate 
8490 Thankappan Achari, N. Machine Construction Lower Second 

Heat Engines 

do. First 

do . Second 
8491 Thankappan Nair, R. Machine Construction 

Heat Engines 

do. do . 

Machine Construction do . 
8507 Vijayan Pillai, G. 

do . 
Machine Drawing do . 

do . 
do . 

do . 
8509 Vijayankutty Nair , P. Machine Construction 

Machine Drawing do . 

Machine Drawing do . 
8511 Vijayan , K. 

do . 

do . do . 
8514 Vikraman Unnithan, K.Mensuration 
8521 Vasudevan O. Building Materials & 

Construction 

do . do . 
Mensuration 

do . do . 
8522 Vikramadithyan, G. Mensuration 

do . do . 
8527 Yohannan , G. Building Drawing & do . do . 

Estimating 
Practical Plane & 
Solid Geometry 

do . 

do . 
8552 Suseela Devi, N. Mensuration 

do . First 
8553A Vasudevan Pillai, M.K. Mensuration 

do . 

do . 
8553B Jacob , T. V. 

Machine Construction do . Second 

Machine Drawing do . do . 
8554 Antony, V.J. Building Materials & 

Construction 

do . do . 
Practical Plane & 
Solid Geometry 

do . do . 
8556 Antony Varughese Applied Mechanics do . do . 
8568 Bhaskaran Pillai, A. Mensuration 

do . do . 
8583 Divakara Kurup, C. V. Mensuration 

do . do . 
8586 David Emmanuel Building Materials & 

Construction 

Mensuration 
8588 George, K. X. Building Materials & 

Construction 

do . do . 
Applied Mechanics 

do . do . 
Practical Plane & 
Solid Geometry 

do . do . 
8590 George P.J. Mensuration 

do . 
8594 Gopalakrishna Building Materials & 
Panicker, P. K. Construction 

do . 
Mensuration 

First 
8596 Gregory G. 

Applied Mechanics 

do . Second 
Kallooparampil Heat Engines 

do . 

do . 
8601 Gopinathan Pillai, R. Building Materials & 

Construction 

do . do . 
Mensuration 

do . 
8602 Gopalakrishna Building Drawing & 
Panikar R. Estimating 

do . 

do . 


I10444448884894984998$$$$$$*$$*$ 11.1449844€*$]$$$$$$$$$$$$$$$$$ 


do . 
do. 


do . 
do . 


do . 


do . 
do . 


do . 
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8611 John, P. A. 

Building Materials & 

Construction Lower Second 
Building Drawing & 
Estimating 

do . 

dci 
Hydraulics & Sanitary 
Engineering 

do . do . 
Mensuration 

do . do . 
8613 John Mathew 

Heat Engines 

do . do. 
8623 Kesavan 

Applied Mechanics 

do . do. 
Nampiathiri T.N. 
8625 Kurien , C. M. Hydraulics & Sanitary 

Engineering 

do . do . 
8629 Karunakaran , K. Mensuration 

do . do . 
8632 Krishna Pillay, S. S. Mensuration 

do . do . 
8637 Karunakara 

Hydraulics & 
Panicker, P. 

Irrigation Higher do . 
8646 Mohammed Sahid , H. Mensuration 

Lower do . 
8051 Mathan , E. L. Mensuration 

Higher do . 
8656 Mahadeva Iyer, S. Machine Construction do . do . 

Machine Drawing do . do . 
Heat Engines 

clo . do . 
8659 Narayanan Nair, P. P. Hydraulics & 

Irrigation 

Jo . do . 
8671 Ramachandran V. Mensuration 

Lower do . 
8673 Ramakurup, N. K. Building Drawing 

Estimating 

uo . do . 
8681 Raghavan Nair, G. Building Materiais & 

Construction 

du . do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Mensuration 

do. First 
8690 Reghuvaran , V. Applied Mechanics 

do . Second 
Heat Engines 

do . do . 
8708 Sreedharan Nair , G. Applied Mechanics Higher do. 
8712 Sadanandan , N. Building Drawing & Jo . do . 

Estimating 
8723 Vasudevan Nair , T. N. Building Materials & 

Construction 

Lowe do . 
8726 Viswanathan , K. K. Building Materials & 

Construction 

do . do .. 
8728 Varghese, K. J. Hydraulics & 

Irrigation 

do . do . 
Hydraulics & 

Sanitary Engineering do. do. 
Applied Mechanics 

do . 
Practical Plane & 
Solid Geometry 

do. First 
8733 Vidyadharan Hydraulics & 
Thampi, N. Irrigation 

Higher Second 


#$!44844****$$$$$144*$ 


do. 
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do . 


do . 


8736 Vijayakumaran Applied Mechanics 
Nair, P. G. 

Lower Second 
8738 Vijayan , S. 

Hydraulics & 
Sanitary Engineering 

do . 
8751 Abdul Karim , A. Building Drawing & 

Estimating 

Lower do . 
8752 Abraham , A. T. Applied Mechanics do . 
8757 Abraham , P. T. Hydraulics & 

Irrigation 

do . do . 

Applied Mechanics do . First 
8768 A Benjamin , P. M. Hydraulics & 

Irrigation 

Higher Second 
8769 X Balakrishnan Nair, S. Hydraulics & 

Irrigation 

do . do . 
8771 Bhaskaran , C. K. 

do . 

do . First 
8783 Balachandran , V. Building Materials & 

Construction 

Lower Second 
Hydraulics & Sanitary 
Engineering 

do . do. 
Mensuration 

do . do . 
Practical Plane & do . First 

Solid Geometry 
8788 Chacko, K. I. Practical Plane & do. 

Second 

Solid Geometry 
8792 Cheriyan , P. C. Applied Mechanics 

Higher do . 
8816 Devasia , K. 

Hydraulics & 
Irrigation 

do . First 
Applied Mechanics 

Second 
8818 Daniel, T.] 

Building Materials & 
Construction 

do . do. 
Building Drawing & 
Estimating 

Lower do . 
Mensuration 

do . First 
8825 Eapen , K. T. Building Drawing & do . Second 

Estimating 
8826 Elias, C. C. 

Building Materials & 

Construction Higher do. 
8834 George, C., C . Building Drawing & 

Lower 

do . 
8841 Gengadharan , N. Building Materials & do . do. 

Construction 
Mensuration 

do . do .. 
8842 Govindan Nair , P. K. Hydraulics & Higher do . 

* 

Irrigation 
8844 Gopalakrishnan Nair, Building Materials & 
E. P. 

Construction Lower do . 

Applied Mechanics do . do . 
8845 Gopalakrishna Hydraulics & 
Pillai, K. P. Irrigation 

Higher Second 


do . 


Estimating 
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do . 
First 


8848 Gopalakrishnan Nair , Practical Plane & 

C. G. Solid Geometry 

Lower Second 
8859 George Philip Hydraulics & 

Irrigation Higher do . 
8863 Gopalakrishnan Building Materials & 
Nair, P. 

Construction Lower do. 
8866 Gopinathan Pillai, P.K. Hydraulics & Higher First 

Irrigation 
8869 George, M. J. Hydraulics & 

Irrigation 

do . do. 
8870 Gopinatha Kurup , K. Hydraulics & 

Irrigation 

do . 

Second 
8902 Harihara Iyer R. Building Materials & 

Construction Lower do . 
8903 Habibullab M. Practical Plane & 

Solid Geometry 

do . do . 
8904 Hariharaputhra 

Mensuration 

Lower do . 
Pillai, V. P. 
8910 Joseph , K. E. Mensuration 

do . do . 
8911 Joseph , P. 

Mensuration 

do . 
8912 John , C. 

Mensuration 

do. 
8915 Joseph , K. T. Hydraulics & 

Irrigation 

Higher Second 
8917 Joseph , P. A. Building Drawing & 
Estimating 

do . 
8918 John , T. V. 

Building Drawing & 
Estimating 

Lower 

do . 
Applied Mechanics Higher 

do . 
8920 Janardhanan , C. E. Mensuration 

Lower do. 
-8923 Johns, A. M. Building Drawing & 

Estimating Higher do . 
8924 John , P.D. 

Hydraulics & 
Irrigation 

Lower 

Applied Mechanics do . 
8925 John , M. T. 

Applied Mechanics Higher 
Practical Plane & 

do . 

do . 
Solid Geometry 

Lower First 
8929 John, K. V. 

Mensuration 

do . Second 
8939 Jacob , P. S. 

Building Materials & 
Construction 

do . do . 
8940 Jacob Philip Building Materials & 

Construction 

do . 

do . 
8949 Kuriala , T. K. Practical Plane & 

Solid Geometry 

do . 

do . 
8954 Kesavan Nair, N. Hydraulics & 

Irrigation 

Higher First 
8957 Krishnankutty Practical Plane & 
Nair, K. G Solid Geometry 

Lower Second 
8960 Krishna Menon , 1. Building Drawing & 

Estimating Higher do. 


do . 


do . 
do . 
do . 
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Higher Second 


Lower 


First 


dc 


Second 


do. 


First 


Higher Second 

do . 
do . do . 


do . 


do . 
Lower 

do . 


do. 

do . 
First 


Higher Second 


Higher 
Lower 

do . 


do . 
do. 
do . 
do . 


do . 


8965 Krishna Pillai, K. Hydraulics and 

Irrigation 
8977 Krishna Pillai, V. Practical Plane & 

Solid Geometay 
8982 Kesava Kurup B. N. Building Materials o 

Construction 
8997 Mathew , T. C. Practical Plane & 

Solid Geometry 
9000 Mathew , K. M. Building Drawing & 

Estimating 

Applied Mechanics 
9001 Mathai, K. T. Building Materials & 

Construction 
9002 Mathew , K. O. Hydraulics & 

Irrigation 
9004 Mathew , K.K. Mensuration 
9005 Mathai, P.J. 

Mensuration 
9007 Mathai Antony Building Drawing & 

Estimating 
9009 Madhavan Pillai, R. Hydraulics & 

Irrigation 

Applied Mechanics 
9011 Mathew , K. C. Mensuration 
9012 Mathews, A. Mensuration 
9029 Narayana Kurup, M.K. Hydraulics & 

Irrigation 
9031 Narayanan , P.N. Hydraulics & 

Irrigation 

Mensuration 
9036 Narayana Pillai, K. P. Applied Mechanic . 
9045 Oommen Mathew IIydraulics & 

Irrigation 
9050 Punnoose, J. 

Practical Plane & 

Solid Geometry 
9051 Prabhakaran, M. Building Materials & 

Construction 
Building Drawing & 

Estimating 
9054 Parameswaran Unni, P. Mensuration 
9059 Peethambaran , K. Practical Planr & 

Solid Geometry 
9062 · Prabhakaran Nair, G. Hydraulics & 

Irrigation 
9063 Prabhakaran , N. Building Drawing & 

Estimating 

Mensuration 
9065 Purushothaman Practical Plane & 
Achari N. 

Solid Geometry 
9085 Ramakrishna Pillai, K.N.Building Drawing & 

Estimating 


Higher 


do . 


do . 
Lower 
Higher 


First 
Second 

do.. 


Lower 


do . 


do . 


do. 


Higher 


do . 


Lower 

do . 


do . 
do . 


do . 


do. 


do . 


Second 


do. 
do . 


do . 
First 


do. 


do. 


Higher Second 
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do. 


9086 Ramachandran Pillai, Practical Plane & 

K.N. Solid Geometry 

Lower Second 
9096 Ramachandran Nair, N. Building Drawing & 

Estimating 

Higher Second 
9100 Pamavarma 

Building Materials & 
Thampuran U. Construction Higher Second 

Hydraulics & 
Irrigation 

do . do . 
9102 Ravindran , M. S. Hydraulics & 

Irrigation 

do . do . 
9103 Rajappan Nair, M. Mensuration 

Lower do . 
9107 Ravindran, K. Building Materials & Higher do . 

Construction 
9109 Rajappan , K. Hydraulics & 

Lower do . 

Irrigation 
9124 Radhakrishna Kurup Building Materials & 
M.R. Construction 

do . do. 
Mensuration 

do . 
9127 Ramachandran Achari P. Mensuration Lower First 
9129 Ramachandran Nair, V. Hydraulics & 

Irrigation Higher Second 
9134 Samuel, V. 

Building Drawing & Lower do . 

Estimating 

Applied Mechanics Higher do . 
9146 Sukumaran Nair, N. G. Building Materials & 

Construction Higher First 

Applied Mechanics Lower do . 
9149 Sivasankaran Nair , Applied Mechanics 
M. V. 

Higher Second 
9155 Sankara Kurup, P. A. Applied Mechanics do. do . 
9159 Sivasankara Pillai, K. Mensuration 

Lower do . 
Practical Plane & 
Solid Geometry 

do. 

First 
9160 Sadasivan Pillai, M. E. Building Materials & 

Construction 

do . Second 
9164 Sadanandan Pillai, M.C. Building Materials & 

Construction 

do . 

do . 
9172 Sathiadevan , N. Heat Engines 

Lower 

do . 
9176 Sivaraman Nair , K. N. Applied Mechanics Lower First 

Mensuration 

do . do . 
Heat Engines 

do . do . 
9185 Sreedhara Panicker, M. Building Materials & do . Second 

Construction 
9189 Sadanandan Pillai, M. G. Building Materials & 

Construction 

do. 

do . 
Hydraulics & 
Sanitary Engineering do . do. 

Applied Mechanics do . do . 
9197 Thomas, T. 

Hydraulics & 

Irrigation Higher do, 
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9211 Thomas, M. T. Applied Mechanics Lower Second 
9214 Thankachan , K. Applied Mechanics Higher do . 
9216 Thomas, K. C. Building Drawing & 

Estimating 

do . do . 

Applied Mechanics do . First 
9221 Thankappan Pillai, Mensuration 

Lower 

First 
M. K. 
9223 Thomas, K. K. Building Drawing & 

Estimating 

do . Second 
9226 Thomas Cherian , Building Materials 

Construction 

do . do . 
9227 Thomas,M. T. Building Materials & 

Construction 

do. do . 
9248 Unnikrishnan Unnithan , Building Drawing & 
K.M. Estimating 

do. do . 
9252 Vamadevan , K. Mensuration 

Lower 

First 
9255 Vasavan Unni, K. N. Mensuration 

Higher Second 
9257 Vijayan , P. 

Building Materials & 
Construction Lower 

do . 
Building Drawing & 
Estimating 

do . do. 
9260 Vasu Achary, P. Mensuration 

do . do . 
9263 Varughese, T.M. Building Drawing & 

Estimating Higher 
Applied Mechanics do . 

do . 
9265 Vasudevan, K. Practical Plane & 

Solid Geometry 

Lower do . 
9267 Vikraman Pillai, P. R. Practical Plane & 

Solid Geometry 

do . 

do . 
9268 Viswanatha Kurup Applied Mechanics Higher do . 
9272 Varghese , P. P. Mensuration 

Lower First 
9280 Varughese , K. C. Applied Mechanics do. 

Second 
Heat Engines 

do . do. 
9296 Varughese David , V. Hydraulics & 

Irrigation 

do . 

do. 
9307 Daisy Thomas Practical Plane & 

Solid Geon.cty do . do . 
9399 Dakshayani, P.K. Practical Plan & 

Solid Geometry do . First 
9318 Mariamma,M.J. Hydraulics & 

Irrigation Higher Second 
9324 Saudamini Amma, K. C. do . 

do . First 
9327 Saraswathi Amma , P. K. do . 

do . 

Second 
9329 Saradamma, M. P. 

do . 

do . do . 
9331 Saraswathy Amma, P. Mensuration 

Lower First 
Practical Plane & 
Solid Geometry 

do . do . 
9336 Thankamma, M.K. Hydraulics & 

Irrigation Higher Second 


do . 


/ 
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Subject U Grade 

Class 
No. Candidate 
9337 Vijayamma,M.N. Building Materials & 

Construction Lower Second 
9341 Abraham , P. A. 

Machine Drawing do . 
9348 Abraham , K.M. Hydraulics & Sanitary 

Engineering 

do . do. 
Mensuration 

do. First 
9351 Abraham Varghese, M. Applied Mechanics do . do . 
9356 Abraham , O. K. Applied Mechanics 

Higher do . 
9361 Balakrishnan Nair , K.V. Hydraulics & 

Irrigation 

do . Second 
9363 Bhaskaran Pillai, K.R. Building Materials & 

Construction 

do . do. 
Building Drawing & 
Eetimating 

do . do. 
9365 Chacko, T. A. Building Drawing & 

Estimating 

do. do. 
9371. Chandrasekharan Building Materials & 

Nair, N. K. Construction Lower do . 
9376 Chandy, P. K. 

Applied Mechanics do . First 
9382 David , P.M. Building Drawing & 

Estimating 

Higher Second 
9383 Devasia , T. V. Practical Plane & 

Solid Geometry 

Lower do . 
9386.George Percy , I. Machine Construction do. do . 
9396 Gopinathan Achary. Building Drawing & 
M.P. Estimating 

do . do . 
9398. Gopalakrishnan Nair , K. Hydraulics & 

Irrigation 

do . ! do . 
Practical Plane & 

Solid Geometry do. 
9399 Gopalakrishna Building Materials & 
Pillai , T. N. Construction 

do . 

do . 
9400 George, K. S. Mensuration 

do . do . 
9404 John ,M.C. 

Applied Mechanics do . do . 
Machine Construction do . 
Heat Engines 

do . 

do . 
9405 Joshua , G. 

Building Drawing & 

Estimating Higher 
9407 Joseph , T. G. Building Drawing & 

Estimating 

do . 

do . 
Hydraulics & 
Irrigation 

Lower do. 

do . do . 
9409 Joseph K. Thomas Applied Mechanics 
9415 Joseph , P.J. BuildingMaterials & 

Construction 

do . 

do . 

do . 
9418 John , K. C. Applied Mechanics Higher 

do . 
9429 Kuriakose, K.M. Machine Construction Lower 

do . 

do . 
Heat Enginnes 
9431 Kuriakose, K. K. Machine Construction do . 

do . 
G 2251 /J 


do. 


* do . 


do . 
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do . 


do . 
do . 


do . 
do. 
do . 


V. 


Mensuration 

Lower 
9440 Korah , G.K. 

Second 
9443. Kunhahamu, C. A. Practical Plane & 

Solid Geometry Higher 
9446 Kalidas, N. K. Building Materials & 

Construction Lower do . 
9450. Kurian , K.M. Applied Mechanics do . 

do . 
.Practical Plane & 

Soild Geometry do . do . 
9451 Kumaran , P. A. Hydraulics & Irrigation do . 

do . 
Applied Mechanics do . 

do . 
9454 Kumaran , K. I. Mensuration 

do . do . 
9461 Kumaran , K. K. Building Materials & 

Construction Higher 
9471. Mathunny, C.M. Machine Construction Lower 
Machine Drawing do . 

do . 
9478 Prabhakaran , K. K. Machine Construction do . 

Heat Engines 

do . 
9479 Prabhakaran, M. P. Machine Construction do , 

Heat Engines 

do . 

do . 
9480 Philip, M.G. Machine Construction do . 

do . 
9486 Philip , K. C. Applied Mechanics do . 

First 
9487 Philip kutty , J. Hydraulics & 

Irrigation Higher Second 
9488 Prabhakaran Pillai, K.K. Building Drawing & do. do . 

Estimating 

Applied Mechanics do . do . 
9490 Radhakrishnan , K. V. Machine Construction Lower do , 
9491 Radhakrishnan, S. Machine Construction do . do. 
9500 Raman Nair, K. P. Practical Plane & 

Solid Geometry do . First 
9503 Swamy, P.J. Machine Construction do . Second 
9504 Surendran Achari, P. Machine Construction do . do . 

Heat Engines 

do . do . 
9521 Sivarama Panicker, R. Applied Mechanics Higher do . 
9524 Sivaraman , N. Hydraulics & Sanitary 

Engineering Lower do . 
9527 Sukumara Pillai, M.K. BuildingMaterials & 

Construction 

do . 
9528 Sukumaran, V. K. Hydraulics & 

Irrigation 

Higher First 
9529 Salahudeen , A. Building Drawing & 

Estimating Lower Second 
9537. Sreedharan Nair , V. N. Hydraulics & 

Irrigation 

Higher 
9540 , Sankarankutty Nair, Applied Mechanics do. 
1. 

K. M. 
9543 Thomas, K. A. Building Drawing & 

Estimating 

Lower do . 
Mensuration 

do , First 


1 


do . 


.. 


* 


do . 
do . 


r ! 
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do. 


. 


Higher 


9550 Thomas, P. K. Applied Mechanics Lower First 

Practical Plane & 
Solid Geometry 

do. do . 
9554 Thankappa Kurup , N. Hydraulics & Irrigation Higher First 

Hydraulics & Sanitary 
Engineering 

do . Second 
9562 Varghese, P. C. Applied Mechanics.do. do. 
9563 Ulahannan , N.M. Applied Mechanics Lower * do . 
9569 Veeramoney Iyer, S. Building Drawing & 

Estimating 

Higher 
9580 Yohannan , T. V. BuildingMaterials & do . 

do . 
Construction 
9589 Meenakshykutty, K. Mensuration 

Lower do. 
Practical Plane & 
Solid Geometry 

do . do. 
9601 Abraham , C. A. Applied Mechanics do. 

do . 
9604 Aby, A. J. 

Building Materials & 
Construction 

do . 

do . 
Mensuration 

do . 

do . 
9606 Antony, K.J. Hydraulics & 
Irrigation 

do . 
9607 Antony, V. 

Building Materials & 

Construction Lower do . 
9608 Abdul Kareem , K , K. Hydraulics & Higher First 

Irrigation 
9610 Abdul Kareem , P. A. Building Drawing & 

Estimating 

Lower Second 
9618 Babu , K. K. 

Hydraulics & 
Irrigation 

do . 
9619 Baby, V. G. 

Hydraulics & 

Irrigation Higher First 
Practical Plane & 
Solid Geometry 

Lower Second 
9620 Chacko , K. C. Building Drawing & 

Estimating 

do. do . 
9622 Chandrasekharan Building Drawing & 
Nair , K. R. Estimating 

Higher do. 
Applied Mechanics 

do . 
9627 Divakaran , K. Hydraulics & 

Irrigation 

do . do . 
Hydraulics & Sanitary 

Engineering Lower 

Mensuration Higher First 
9638 Gopalakrishnan Building Drawing & 
Nair, N. Estimating 

Lower Second 
9640 Gopalakrishnan Nair Applied Mechanics Higher do . 

M. N. 
9642 Gopalan , K. N. Building Drawing & 

Estimating 

do . do . 


do . 


do . 


do . 
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do . 


9648 Gopinadhan Nair, K , P. Building Materials & 

Construction Lower Second 
Building Drawing & 
Estimating 

do . do . 
9651 Gangadaran, P. E. Hydraulics & 

Irrigation 

Higher do. 
9653 Ithappiri, M.M. Hydraulics & 

Irrigation 

do. 

do . 
Applied Mechanics Lower 

do . 
9655 Isahac, C.K. Building Materials & 

Construction Higher 

... do . 
9670 Joseph , K. 

Building Materials & 

Construction Lower do . 
9678 Kurien , A. V. Mensuration 

do . do . 
9681 Krishnan Nair , T. R. ,Mensuration 

do . 
9682 Krishna Pai, D. V. Mensuration 

do . do . 
9683 Krishnan Nair , N. A. Building Drawing & 

Estimating 

do . do . 
Mensuration 

do . do . 
9689 Kunjoonju , K. S. Mensuration 

do . do . 
9695 Mukundan Nair , N. V. Building Drawing & 

Estimating 

do.do. 
9697 Mathai, P. M. Hydraulics & 

Irrigation 

Higher First . 
9698 Mathai, P. U. 

Building Materials & 

Construction Lower Second 
9701 Natarajan , G. Building Materials & 

Construction Higher First 

Applied Mechanics do. Second 
9703 Narayanan Nair, P. Building Drawing & 

Estimating Lower do . 
9706 Pappachan , P. T. Building Materials & 

Construction 

do. do . 
9708 Pappachan , C. Applied Mechanics 

Higher 

.do . 
9730 Ramachandran BuildingMaterials & 
Nair, K.K. Construction Lower 

do... 
9733 Raman , K. 

Building Materials & 

Construction Higher 
9735 Sebastian , M. I. Hydraulics & Sanitary 

Engineering Lower do . 
Practical Plane & 

Solid Geometry do . First 
9739 Sethumadhavan , P. Hydraulics & 

Irrigation 

Higher Second 
9740 Sukumaran , K. Building Drawing & 

Estimating 

Lower 

do . 
Hydraulics & Sanitary 
Engineering 

do . First 


. 


do . 
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do . 


1 


1 


do. * 


9742 Sivarama Pillai, R. Applied Mechanics Higher Second 
9751 Thomas, K. J. Building Materials & 

Construction do , do .. 
9754 Thomas, P. E. 

Do. 

do . do . 
9755 Thomas, P. V. Hydraulics & 

Irrigation 

do . First 
9756 Thomas, K. C. Building Drawing & .1 . , 

Estimating 

Lower Second 
9757 Thomas, V.T. Applied Mechanics Higher do . 
9758 Thankappan Achari, BuildingMaterials & 
M.K. Construction 

do . do . 
9759 Thampy, K.M. Mensuration 

Lower do . 
9768 Velayudhan , N. I. Applied Mechanics do . 

11 
9772 Vasudevan , P.S. Building Materials & 

Construction 

do . do . 
Mensuration 

do. First 
9774 Viswanathan , K. Building Drawing & 

Estimating 

do . 

Second 
9782 Varghese, T. P. Building Materials & 

Construction 

do . do . 
9789 Chandrikamma, K. P. Mensuration 

do . do . 
9791 Jyothismathi Amma, Building Drawing & 
C. Estimating 

do . do . 
9794 Mary Abraham , P. Practical Plane & 

Solid -Geometry 

First * * 
9795 Mercy , K. V. Mensuration 

do. Second 
Practical Plane & 
Solid Geometry ! 

do . ido. 
9797 Omana, K. R. Mensuration 

do . First 
9800 Remadevi, C. Hydraulics & 

T 
Irrigation Higher Second 

Applied Mechanics do . do . 
9802 Savitri Amma, G. Practical Plane & 

Solid Geometry 

Lower do. 
9803 Sunanda ,M. G. BuildingMaterials & 

Construction Higher do. 
Applied Mechanics 

Lower do . 
9817 Ambujakshan Nair , Building Drawing & 

M.K. Estimating Higher do. 
9821 Aravindakshan , P. BuildingMaterials & 

Construction 

do . do . 
9857 Devassykutty , P. T. BuildingMaterials & 

Construction Lower do. 
9859 Dorarajan , R. Hydraulics & 

Irrigation 

do . Second 
Hydraulics & Sanitary ...! 
Engineering 

do . do . 
Applied Mechanics 

do . do . 
Practical Plane & 
Solid Geometry 

do. First 
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Class 


Lower 

do . 


First 
Second 


do . 


do . 


do . 


do . 


do . do . 
do .. First 


Lower 
Higher 


Second 

do . 


Lower 


do . 


do . 
do . 


do . 
do. 


do . 


do . 


do . 


First 


9860 Damodaran , M.G. Mensuration 
9865 Francis, A. V. Mensuration 
9868 Gopi, K. 

Building Drawing & 

Estimating 
9869 Govindan , N. S. Building Materials & 

Construction 
9877 George, P. P. Building Drawing & 

Estimating 

Mensuration 
9878 George, A.M. Building Drawing & 

Estimating 

Applied Mechanics 
9880 George Vattoly Hydraulics & 

Irrigation 
Hydraulics & 
Sanitary Engineering 

Applied Mechanics 
9881 Gcorge, P.J. Hydraulics & 

Irrigation 
Practical Plane & 

Solid Geometry 
9886 Gopalakrishnan Building Materials & 

Nair, T. V. Construction 
9888 Govinda Kurup , V.G. . do . 
9889 Gopinathan Nair , A. G. 

do . 
9892 Gobinathan ,M.K. Practical Plane & 

Solid Geometry 
9900 Haridasan , K.M. Building Materials & 

Construction 
9901 Isahac, K. K. Buildihg Materials & 

Construction 
Building Drawing & 

Estimating 
Hydraulics & 

Irrigation 
9902 John Joseph , C. Building Materials & 

Construction 
Building Drawing & 

Estimating 
Mensuration 
Practical Plane & 

Solid Geometry 
9904 Jose , K. D. 

Mensuration 
9909 Jose, C. U. 

Building Materials & 

Construction 
9910 John , P.J. 

Building Materials & 

Construction 
Practical Plane & 

Solid Geometry 


do . 
do . 
do . 


Second 
do . 
do . 


do . 


do . 


do. 


do . 


do . 


do . 


do . 


do . 


Higher 


do . 


Lower 


do . 


do. 
do. 


do. 
do . 


do . 


do . 
do . 
do . 


do. 


do . 


Higher 


do . 


Lower 


First 
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do. 


do . 


do. 


9916 John , T.I. 

Mensuration 

Lower Second 
Practical Plane & 

Solid Geometry do . do . 
9918 Joseph , N. D. Practical Plane & 

Solid Geometry do . do . 
9919 John , P. I. 

Mensuration 

do . do . 
Practical Plane & 

Solid Geometry do . do. 
9924 Joy James, V. Building Drawing & 

Estimating 

do . do. 
Hydraulics & 
Irrigation 

do. do . 
Hydraulics & Sanitary 
Engineering 

do . 
Applied Mechanics do . do . 
Mensuration 

Higher First 
Practical Plane & 

Solid Geometry Lower 
9925 John , K. V. 

Practical Plane & 

Solid Geometry do . 
9926 Josie , M.J. 

Practical Plane & 
Solid Geometry 

do . 

do . 
9929 Job , C. V. 

Building Materials & 
Construction 

do . 

Second 
Hydraulics & Sanitray 
Engineering 

do . 
Applied Mechanics do do . 

Mensuration Higher do . 
9930 Joseph , K. E. Building Materials & 

Construction Lower 
9936 Konnoth Antony Peter Hydraulics & Sanitary 

Engineering 

do . do . 
Practical Plane & 
Solid Geometry do . 

do . 
9943 Kusumakaran, K. K. Building Materials & 

Construction 

do . 

do . 
Practical Plane & 
Solid Geometry 

do. 

do. 
9946 Kalesan , T. T. Mensuration 

do . 

First 
9957 Lazar, M. R. Building Materials & 

Construction 

do . Second 
9968 Mani, T. S. 

Hydraulics & 

Irrigation 

Applied Mechanics 
do . Second 
9972 Mathai, E. K. Mensuration 

Lower do . 
9976 Mathai, V. A. Building Drawing & 
Estimating Higher 

do . 


do . 


do . 


Higher First 
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do . 


do . < 


. 


. 


9977. Mathew , M.M. Hydraulics & 

Irrigation 

Lower Second 
Hydraulics & Sanitary 
Engineering 

do.. 
Practical Plane & 

Solid Geometry 
9979 Mathai, E. A. Building Materials & 

Construction 

do . do . 
9983 Manuel Vincent, V. Hydraulics & Sanitary 

Engineering 

do . do . 
9985 Mathew , N.J. Practical Plane & 

Solid Geometry 

do . First 
9994 Narayanankutty 

do . 

do . do . 
· Menon , M. 
10000 Pylee, M.P. 

do . 

do . Second 
10002 Paulose, M. Mensuration 

do . do . 
10007 Poulose, P. P. 

do . 

Higher First 
• 10010 Padmanabhan 1. Building Drawing & 
Nair, K. 

Estimating 

Lower Second 
10011 Poulose, O.C. Mensuration 

do. do. 
Practical Plane & 

Solid Geometry do . First 
10012 Paulose, P. Mensuration 

do . Second 
10017 Raghavan, K. K. Building Materials & 

Construction Higher do . 
Hydraulics & 
Irrigation 

Lower do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Practical Plane & 
Solid Geometry 

do . First 
10019 Ramachandran Nair, Mensuration 

do . 

Second 
K , R. 

Practical Plane & 
Solid Geometry 

do . do . 
10021 Rajarama Prabhu , Applied Mechanics Higher do. 

Practical Plane & 
Solid Geometry 

Lower First 
10024 Ramalinga Maheswara Building Drawing & 
Prasad, P.R. Estimating 

do . 

Second 
10026 Ravindran , M. M. Practical Plane & 

Solid Geometry 

do . do . 
10030 Rajagopalan , V. Hydraulics & 

Irrigation 

Higher 

do . 


V. v . 


33 


Reg . 
No. 


Name of 
Candidate 


Subject 


Grade 


Class 


10034 Ramakrishnan Nair , Building Drawing & 
P. P. Estimating 

Lower Second 
Hydraulics & 
Irrigation 

do. do. 
Hydraulics & Sanitary 
Engineering 

do. do. 
Applied Mechanics do . do. 
Practical Plane & 
Solid Geometry 

do . First 
10036 Ramakrishnan, K.N. Hydraulics & 

Irrigation Higher Second 
10042 Radhakrishnan 

Building Materials & 
Nair, G. 

Construction Lower do . 
Building Drawing & 
• Estimating 

do . do . 
Hydraulics and 
Irrigation 

do . First 

Applied Mechanics do. Second 
10043 Ramachandran , N. Machine Drawing Lower do . 
10048 Raghavan , M.S. Hydraulics & 

Irrigation 

Higher do . 
Applied Medhanics do. 

do . 
10053 Subbarayan, S. Hydraulics & 

Sanitary Engineering Lower do. 
Applied Mechanics do. First 
Practical Plane & 
Solid Geometry 

do . do . 
10055 Sadasivan Nair, V.E. Hydraulics & 

Irrigation Higher Second 
10057 Sudhakaran , N. N. Building Materials & 

Construction 

do . do 
Building Drawing & 
Estimating 

do . de . 
Hydraulics & 
Irrigation 

do . First 

Applied Mechanics do . Second 
10061 Sunny, M. A. Hydraulics & Sanitary 

Engineering Lower lo . 
10064 Somasekharan Building Drawing & 
Pillai, K. A. 

Estimating 

Higher do . 
10066 Skariah , P. K. 

do . 

do . do . 
10067 Sivarajan , K. G. Building Darwing & 

Estimating 

Lower 
Mensuration 

do . 

do . 
10070 Subran , T : G . Building Materials & 

Construction 

do . 
10080 Sadanandan , P. M. 

do . 

do . da . 
G 2251 /J 


do . 
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Lower 


Second 


do . 
do . 


do . 
First 


do. 
do . 


do. 
Second 


do . 


do. 


do . 
Higher 


do . 
clo . 


Lower 

do . 
do . 


do . 
do . 
do. 


do . 


do. 


do . 
do . 


do . 
do . 


do . 


First 


10031 Subramaniyan , A. N. Building Materials & 

Construction 
Building Drawing & 

Estimating . 
Mensuration 
Practical Plane & 

Solid Geometry 

Applied Mechanics 
10084 Thomas, M. T. Hydraulics & 

Írrigation 
10090 Thilakan , O. R. Building Materials & 

Construction 

Mensuration 
10094 Unnikrishnan , O. Building Materials & 

Construction 

Mensuration 
10099 Varghese, P. P. Mensuration 
10102 Ver.kitachalam , V. Building Materials & 

Construction 
Building Drawing & 

Estimating 
Mensuration 
Practical Plane & 

Solid Geometry 
10103 Varghese , P. 
Practical Plane & 

Solid Geometry 
10109 Velayudha Panicker , Hydraulics & 
K. R. 

Irrigation 
10112 Vijayan , K. T. Applied Mechanics 

Practical Plane & 

Solid Geometry 
10113 Varkey , K. C. Building Materials & 

Construction 
10115 Varkey, N.K. Building Drawing & 

Estimating 
19119 Xavier, M. R. Mensuration 

Practical Plane & 

Solid Geometry. 
10121 Betty Mathew Hydraulics & 

Irrigation 
10122 Bhavani, T. K. Mensuration 
10126 Gracy , P. K. Hydraulics & 

Irrigation 
10130 Nirmala Devi, P. Hydraulics & 

Írrigation 
10136 Saramma, C. K. Building Materials & 

Construction 
Hydraulics & 

Irrigation 
Practical Plane & 


do . 


Second 


Higher First 
Lower Second 


do. 


do . 


do . 


do . 


Higher 
Lower 


do , 
do . 


do . 


do . 


do . 
do . 


do . 
do . 


do . 


do . 


do . 


do. 


do . 


do , 


do . 


do . 
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10141 Antony, T.J. Building Drawing & 

Estimating Higher Second 
Hydraulics & 
Irrigation 

do . dio . 
10142 Anirudhan , K. K. Mensuration 

Lower do . 
10144 Abraham P. Mathew Hydraulics & 

Irrigation 

do . do. 
10146 Antony, M.F. Applied Mechanics 

Higher l irst 
10148 Abdulla , E. A. Building Drawing & 

Estimating 

Lower 

do . 
10149 Anthony , P. P. Building Materials & 

Construction 

do . do . 
Applied Mechanics do . 

dc . 
10151 Anandan , C. Practical Plane & 

Solid Geometry 

do . First 
10153 Anandan , G. Applied Mechanics Higher Second 
10:58 Achuthan , K. Practical Plane & 

Solid Geometry 

Lower do . 
10174 Baby, K. 

Building Drawing & 

Estimating Higher de . 
10175 Bhagiradhan , V. P. Building Materials & 

Construction 

do . do . 
Hydraulics & 
Irrigation 

do . do . 
10179 Bhaskaran, K.G. Hydraulics & 

Irrigation 

do . do. 
10183 Chandrasekharan ,P.N . do . 

do . do . 
10189 Chenthamarakshan , A. do . 

dio . dc . 
10190 Chacko , A. T. Building Drawing & 

Estimating 

Lower do . 
10191 Chandrasekharan , Building Materials & 
N. A. Construction 

do . do . 
10200 Davies , A. C. 

do. 

do . do . 
10201 Devassy, V. L. 

do . 

do . do . 
10202 Divakaran , A. S. Hydraulics & 

Irrigation 

Higher First 
10210 Francis, N. L. Building Materials & 

Construction 

do . Second 
Building Drawing & 
Estimating 

du . do . 
10211 Francis, P. A. Hydraulics & 

Irrigation 

do . do. 
10214 Govindan , T. V. Heat Engines Lower do . 
10217 George, L. A. Building Materials & 

Construction Higier du . 
10221 Govindankutty, P.V. Building Materials & 

Construction Lower cio . 
Hydraulics & 
Írrigation 

do . do. 
Appied Mechanics 

do . 
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10224 George, C. V. Mensuration 

Lower Second 
10228 George, T. V. Hydraulics & 

Irrigation 

Higher do , 
10230 George, M. V. Building Drawing & 

Estimating 

Lower 

do . 
10237 George, A.M. Mensuration 

Higher do. 
10238 George, T. C. Hydraulics & 

Sanitary Engineering Lower do . 
10242 Gopinathan, K. Mensuration 

do . do . 
10243 Gopalan, V. K. Building Materials & 

Construction 

do . do . 
Practical Plane & 
Solid Geometry 

do . First 
10249 Jacob , K.J. Building Materials & 

Construction Higher Second 
Hydraulics & Sanitary 

Engineering Lower do . 
Applied Mechanics 

Higher do . 
10253 Jonny, A. P. Building Materials & 

Construction Lower do . 
Applied Mechanics 

Higher do . 
10254 Joseph , K. K. Hydraulics & 

Irrigation 

do . 

do . 
10257 Jayanathan 

Hydraulics & 
Namboothiripad ,M.K. Irrigation 

do . 
Hydraylics & Sanitary 

Engineering Lower do . 
10265 Jacob, K. T. Applied Mechanics 

Higher do. 
10267 John , N.K. Mensuration 

Lower First 
10269 Jacob . C. V. Building Drawing & 

Estimating 

do . Second 
Hydraulics & 
Irrigation 

Higher do . 
Practical Plane & 
Solid Geometry 

Lower 

do . 
10270 Jos, T.V. 

Applied Mechanics 

do . do . 
Mensuration 

do . do . 
10272 Jacob , E. A. Hydraulics & 

Irrigation 

Higher do . 

Applied Mechanics 
do . do . 
10275 Jos, C. D. 

Hydraulics & 
Irrigation 

Lower do . 
Practical Plane & 

Solid Geometry do . First 
10289 Krishnamoorthy, C.R. Applied Mechanics 

Second 


do . 


do . 
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10292 Kumaran , K. K. Building Materials & 

Construction 

Lower Second 
Hydraulics & 
Irrigation 

Higher 
do . 
Hydraulics & Sanitary 

Engineering Lower di 
Mensuration 

do . First 
Practical Plane & 

Solid Geometry do . do . 
10293 Krishnan, E. R. Building Materials & 

Construction Higher Second 
10301 Krishnan , K. V. Hydraulics & 

Irrigation 

Lower do 
10306 Kochuvarkey, T. A. Building Materials & 

Construction 

Higher do . 
10309 Kattany Gopala 

Lower do. 
krishnan 
10311 Krishnan 

Building Drawing & 
Namboodiripad , P.N. Estimating 

do . 

do . 
10319 Madhavan Nair, K. Hydraulics & 

Irrigation 

Higher do . 
10320 Madhavan 

Building Materials & 
Ezhuthassan , A.P. Construction 

do. do . 
10322 Mohamed Ali, K. H. Hydraulics & 

Írigation 

Lower do . 
Applied Mechanics Higher do . 
Mensuration 

Lower First 
10326 Muralidharan , K. Building Materials & 

Construction Higher Second 
Applied Mechanics 

do. do . 
10327 Mohan , K. 

Building Materials & 
Construction 

do . do . 
10329 Mahadevan , P. K. Building Drawing & 

Estimating 

Lower do . 
Hydraulics & 
Irrigation 

Higher First 
Hydraulics & Sanitary 

Engineering Lower Second 
Mensuration 

do . 

First 
10330 Mohammed , V. U. Hydraulics & 

Irrigation 

Higher Second 
10331 Mohamad , P. A. Hydraulics & 

Irrigation 

do do . 

Applied Mechanics do . do . 
10332 Madhavan , A. R. Hydraulics & 

Irrigation 

do. do . 
10336 Narayanankutty, P. Building Drawing & 

Estimating 

Lower do . 
10338 Narayanan , K. N. Applied Mechanics 

Higher do . 
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10349 Natarajan , M.S. Building Materials & Lower Second 

Construction 
10351 Ouseph , M. D. Building Drawing & 

Estimating 

du . do . 
10367 Paraineswaran , M. Building Drawing & 

Estimating Higher do . 
Hydraulics & 
Irrigation 

do . do . 
10369 Punnoose, V. C. Building Materials & 

Construction 

do . do . 

Applied Mechanics do . do . 
10371 Paul, A. A. 

Messuration 

LOW . do . 
10383 Radhakairhsnan , M. do. 

do . dol 
10384 Ramakrishnan , P.R. Hydraulics & 

Irrigation Higher do . 
Mensuration 

Lower 

First 
10385 Ravindran , C. S. Hydraulics & 

Irrigation 

Higher Second 
Practical Plane & 
Solid Geometry 

Lower Firsi 
10388 Raghavan , K. R. Building Drawing & 

Estimating 

Higher Second 
10391 Ramachandran , K. Building Drawing & 

Estimating 

Lower do . 
10393 Raman Pillai, K. Applied Mechanics do . First 
10395 Ramankutty Menon , Hydraulics & 
U.K. Irrigation 

do . Second 

Applied Mechanics do . T irst 
10420 Sreedharan , P. V. Building Materials & 

Construction Higher Second 
Building Drawing & 
Estiniating 

Lower do . 
Hydraulics & 
Irrigation 

Higher 
Hydraulics & Sanitary 
Engineering Lower 

do . 
Applied Mechanics Higher 

do. 
Mensuration 

Lower do . 
10424 Shajihan , N. Building Materials & 

Construction Higher do . 
10438 Sukumaran , T. K. Building Materials & 

Construction Lower do . 
Hydraulics & 
Irrigation 

Higher do . 
10439 Suriyanarayanan , M.S. Hydraulics & 

Irrigation 

clo . 

do. 
10441 Santhakumaran , C.V. Applied Mechanics do . 
10445 Sivaraman , K.A. Building Materials & 

Construction 

do . 
Applied Mechanics Lower First 


do.. 


do . 


do. 
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10152 Sreevalsan , V.K. Machine Drawing Lower First 
10459 Sachidanandan , V.P. Applicd Mechanics do . Second 
10460 Sankarankutty , P. Building Materials & 

Construction 

do . do . 
10162 Subramanian , C.T. Hydraulics & 
Irrigation 

do . 
10464 Sidharthan , P. K. Hydraulics & Sanitary 

Engineering Higher do . 
10470 Thomas, T. V. Mensuration 

Lower do . 
10471 Thankappan , K. Hydraulics & 

Irrigation 

do . do . 
10473 Uthuppu, M.V. Building Materials & 

Construction Higher do. 
10474 Unni, P. R. 

Hydraulics & 
Irrigation 

do . do . 
! 0477 Verghese , K. M. Building Drawing and 

Estimating 

Lower do . 
10486 Viswambharan , K.A. Mensuration 

do . 

do . 
10487 Velu , 21. I. Hydraulics & 

Irrigation 

do . do . 
10491 Velayudhan, P. K. Mensuration 

do. do . 
10493 Venugopalan , P. Building Materials & 

Construction Higher do. 
Mensuration 

do . 

do . 
10495 Vassoo , K. S. Applied Mechanics 

Lower do . 
Practical Plane & 

Solid Geometry do . do . 
10503 Varughese, K. E. Building Drawing & 

Estimating 

Higher do . 
10504 Varghese, P. J. Practical Plane & 

Solid Geometry 

Lower do 
10506 Venkiteswaran , P.R. Building Drawing & 

Estimating 

Higher do . 
10508 Vijayan , C. K. Hydraulics & 

Irrigation 

do . do . 
10509 Varghese, A. A. Mensuration 

do do . 
10514 Anne Poulose , C. Building Materials & 

Construction 

do . do . 
10536 Lilly Thomas Applied Mechanics 

Lower co . 
10541 Mary , K. K. Hydraulics and 

Irrigation 

do . do . 
10543 Mary, N. A. Building Drawing & 

Estimating Higher do . 
10546 Mercy, M. D. Building Materials & 

Construction 

do . do . 
10548 Malathy , A. 

do . 

Lower do . 
10550 Mary, 0. J. Building Materials & Higher do . 

Construction 
Building Drawing & 
Estimating 

Lower do. 


40 


Reg . 
No. 


Name of 
Candidate 


Subject 


Grade 


Class 


10551 Mariamma, P. O. Hydraulics & 

Irrigation 

Lower Second 
10552 Nanikutty, E. Hydraulics & 

Irrigation 

do . do . 

Mensuration Higher do . 
10554 Pushkalambal, P. Building Drawing & 

Estimating 

Lower do . 
10566 Sarada , K. 

do. 

Higher do. 
10571 Suseela , P. S. Building Materials & 

Construction 

do . do. 
10574 Sarada, T. S. Building Drawing & 

Estimating 

Lower do. 
Practical Plane & 
Solid Geometry, 

do . do . 
10577 Savithry, V. Building Materials & 

Construction Higher do . 
Hydraulics and 
Irrigation 

do . do . 
Applied Mechanics 

do . do. 
10579 Thressiа , M , D. Building Drawing & 

Estimating 

Lower do . 
10584 Vijayalekshmy, V. Building Drawing & 

Estimating 

do. do . 
Mensuration 

do . do . 
10586 Abraham , K. Cheru Machine Drawing 

do . 

do . 
10594 Anthony Raj, A. Building Drawing & 

Estimating 

do . do . 
Applied Mechanics do . do . 
Mensuration 

do . First 
10596 Aravindakshan , M. Machine Drawing 

Second 
10597 Aravindakshan Nair , T. Machine Construction do . do . 
10598 Baby, C. T. Machine Drawing do . 
10599 Baby, C. P. 

Practical Plane & 
Solid Geometry do . 

do . 
Machine Drawing do. do . 
10602 Balakrishnan Nair, Building Drawing & 
P.N. Estimating 

do . 
10611 Chandran , U.K. Machine Construction do . 

Machine Drawing 

do . 
Heat Engines 

do . 

do . 
10612 Chandrasekharan Machine Construction do . do . 

V. P. 

Machine Drawing do . First 
Heat Engines 

do . Second 
10616 Chinnan , M. Machine Construction do . do . 

Arimbooran 
10618 Chakkunny, C. I. Applied Mechanics 

Higher do . 
10619 Chakkunny, C. M. Building Materials & 

Construction 

do . do . 


do . 


do . 


do . 
do. 
do . 
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do . 


do . 
do . 
do. 
do . 


do. 
do. 


10624 Francis , K.K. Applied Mechanics Lower First 

Practical Plane & 

Solid Geometry do. Second 
10625 Francis , T. M. Mensuration 

do. do . 

Machine Drawing do . do . 
• 10634 George, K. L. Applied Mechanics do . 

do. 
Mensuration 

do . First 
Machine Construction do . Second 
Machine Drawing Higher do . 
Heat Engines 

do . do . 
10636 George Chovalloor 

Applied Mechanics 

Lower do . 
Mensuration 

do. 

do . 
Heat Engines 

do . 
10637 Georgekutty , M. V. Hydraulics & 

Irrigation 

Higher do . 
10641 Gopi, P. 

Mensuration 

Lower 
10642 Govindan , M. Machine Construction do . 
10645 Govindan , K. Machine Drawing do. 
10650 Iyyakku, V. P. Mensuration 

do . 
10652 Iswaran , s . 

Heat Engines 

do . do . 
10653 Ittaechan, P. O. Machine Construction Higher do . 
10663 Jose, C. L. 

Machine Drawing 

Lower do . 
10664 Jose, A. D. 

Mensuration 

do . 

do . 
Machine Drawing do. 
Heat Engines 

do . 
10666 Jose, V. C. 

Heat Engines 

do . 

do . 
Applied Mechanics 

do. 
10677 Joseph , A. L. 

do . 
Mensuration 

do . 

do . 
Machine Construction do . 

do . 
Machine Drawing Higher 

do. 
Heat Engines 

do . 

do . 
10678 John Verghese, P. Machine Drawing 

Lower 

do. 
10682 Joseph , S. V. 

Mensuration 

do . First 

Machine Drawing do . Second 
10683 Joy Peter, C. Machine Drawing do . do . 
10691 Krishnan Nair , K. Building Materials & 

Construction 

do . do . 
10703 Lonappan , K. O. Hydraulics & Irrigation Higher do. 
10704 Mathew , C. I. Building Materials & 

Construction 

Lower do . 
Hydraulics & 

Irrigation Higher First 
10714 Mathai, T. O. Applied Mechanics Lower Second 

Mensuration 

do . First 
Machine Construction do . Second 
Machine Drawing 

Higher First 
Heat Engines 

Lower do . 
10720 Nalinaksha 

Practical Plane & 
Panicker K.P. Solid Geometry 

do . Second 
G 2251 J 
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do . 


do . 


do. 


Lower 


10721 Narasimhan , C. R. Machine Construction Lower Second 

Machine Drawing do . do . 
Heat Engines 

do . do . 
10728 Paulson , C.I. Practical Plane & 

Solid Geometry 

do . First 

Machine Construction Higher Second 
10732 Peter, T.J. 

Machine Construction do . do . 
10737 Poulose, T. P. Applied Mechanics Lower do , 
10743 Paul, I. Panakkal Hydraulics & 
Irrigation 

do . 
Applied Mechanics do . do . 
10745 Rajagopalan , C. Machine Drawing do . First 
10756 Simon , C. M. Machine Construction do. Second 

( Son of C. C.Mathunny) 
10758 Simon , C. J. Machine Drawing 

do , 

do. 
10759 Simon , K. I. Machine Drawing do. do . 
10776 Sebastian George Machine Construction do . do . 
Machine Drawing 

First 
10784 Thomas , P. V. Practical Plane & 

Solid Geometry Higher 
10787 Thomas, C. P. Practical Plane & 

Solid Geometry do , Second 
10792 Ukkuru , P. T. Machine Drawing 

do . 
10794 Unniappu , M. Machine Construction do. do . 

Machine Drawing do . do . 
10796 Varghese , M. C. Machine Drawing do . do . 
10798 Varghese, T. I. Alpplied Mechanics do . do . 

Heat Engines Higher do . 
10799 Verghese, M.M. Mensuration 

Lower 

do . 
10802 Vasu , T. K. Building Materials & do . do . 

Construction 
10808 Viswanathan , K. Machine Construction do . do. 

Machine Drawing do . do . 
10809 Viswambharan P. S. Mensuration 

do . do . 
10817 Achai Kutty , K. I. Building Materials & 

Construction 

do . do. 
10821 Bhanunathy, N. A. Hydraulics & 

Irrigation 

Higher First 
10830 Leelavathy, C. P. Hydraulics & 

Irrigation 

do . Second 
10844 Arumanathan , A. Practical Plane & 

Solid Geometry 

Lower do . 
10847 Ananthanarayanan Machine Drawing do . do . 

P.K. 
10852 Chandrasekharan Hydraulics & Sanitary 
T.P. Engineering 

do . do . 
10858 Chandran , P. K. Machine Drawing do . 

do . 
Heat Engines 

do . 

do . 
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10862 Devassy, M. A. Hydraulics & 

Irrigation 

Higher First 
Practical Plane & 

Solid Geometry Lower Second 
10863 Divakaran, P. Building Materilas & 

. Construction Higher do . 
10864 Damodaran Pillai, K. Applied Mechanics do . do . 
10865 Dincshan , N.R. Machine Construction Lower do . 

Machanic Drawing do . do. 
Heat Engines 

do . do. 
10867 Gopalan Nair, P. G. Mensuration 

dc. do . 
10870 Gopalakrishnan, V. Building Materials & 

Construction 

do . 
Hydraulics & 
Irrigation 

do . do . 
Mensuration 

do. First 
Hydraulics & Sanitary 
Engineering 

do . Second 
10871 Gopinathan , C. Machine Drawing do. do . 
10872 George, M. Hydraulics and 

Irrigation Higher do . 
10878 Henry, M. 

Building Materials & 
Construction 

Lower Second 
10888 Kunhiraman , M. P. Applied Machinics do . do . 

Mensuration 

do . do . 
Machine Construction do . do . 
Machine Drawing do . do . 
Heat Engines 

do. First 
10904 Madhavan , A. Machine Construction do . Second 
10906 Mohan Das K. P. Mensuration 

do. do . 
10909 Markose , V. M. Buildihg Drawing & 

Estimating 

Higher 
10912 Matliew , P. O. Hydraulics & 

Irrigation 

do . do . 
Applied Mechanics do . do. 
Practical Plane & 

Solid Geometry Lower do. 
10915 Narayanan , V. D. Heat Engines 

do . do . 
10917 Natarajan , K. T. Machine Construction Higher do. 
10921 Pappy, T. C. Machine Construction Lower do . 
10929 Ramakrishnan , G. Machine Drawing do . do . 
10935 Ramankutty, K.K. Mensuration 

do . First 
1095i Sreenivasan , C. K. Machine Drawing do . Second 
10968 Thomas, P. T. Building Drawing & 

Estimating Higher do . 
10974 Thankappan , M. K. Machine Construction Lower do. 

Machine Drawing do . de . 
10975 Viswanathan , S. Mensuration 

do . First 
Heat Engines 

do. Second 


do. 
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10993 Enaran Parvathy Building Drawing & Lower Second 

Estimating 
Mensuration 

do . do. 
10997 Radha , K. 

Building Drawing & 
Estimating 

do . do . 
Mensuration 

do. do . 
11003 Joseph, K. S. Hydraulics & 

Irrigation 

do . First 
11003A Nappan , K. Machine Drawing do . Second 
11011 Balakrishnan , K. Hydraulics & 

Irrigation 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
11013 Chackochan , K. P. Hydraulics & 

Irrigation Higher do. 
Practical Plane & 
Solid Geometry 

Lower First 
11019 Ganapathi Bhat, E. Hydraulics & 

Irrigation 

Higher Second 

Applied Mechanics do . do . 
11020 Govindan Namboodiri P Applied Mechanics do . do . 
11023 Gopalakrishnan Hydraulics & 
Nambisan , C. M. Irrigation 

Lower do . 
Mensuration 

do . First 
11026 Govindan Kumma Building Materials & 
Karoth 

Construction Higher Second 
Building Drawing & Lower do . 

Estimating 
Applied Mechanics 

do . do . 
11032 Krishnan , T. Mensuration 

do . do . 
11035 Kunchan , T. P. Mensuration 

do . First 
11010 Madhavan , K. Mensuration 

Higher Second 
Practical Plane & 

Solid Geometry Lower do . 
11042 Mohammed Koya, Mensuration 

do . do . 
N. N. 
11059 Sankaran , V. Building Drawing & 

Estimating Higher do . 
11063 Thomas, C. V. Mensuration 

Lower do . 
11072 Vasudevan , P. M. Building Drawing & 

Estimating 

do . do . 
11078 Chacko, N.M. Building Materials & do. 

do . 
Construction 
Hydraulics & 
Irrigation 

do. 
11082 Kivattath Vattichy Building Drawing & 
Chandrasekharan Estimating 

do . do . 


do . 
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11088 George, T. M. Building Drawing & 

Estimating 
Hydraulics & 

Irrigation 
11091 Kuruvilla , K. P. Applicd Mechanics 
11093 Mathew , K. V. Hydraulics & 

Irrigation 
11096 Ramachandra Iyer, S. Hydraulics & 

Irrigation 
11099 Sivasankaran Practical Plane & 
Nair, P.G. 

Solid Geometry 
11100 Varughese , K. T. Applied Mechanics 


do . 


do . 


do . 


do . 


do . 

First 
Higher Second 
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7206 Aliyarukunju , M. 


Second 


7209 Adhivaraha Iyer , K. 


First 


Second 


do . 


First 


Surveying and 
Levelling 

Lower 
Building Materials & 
Construction 

do. 
Building Drawing and 
Estimating 

do . 
Hydraulics and 
Irrigation 

do . 
Hydraulics & 

Sanitary Engineering do. 
Earth work and 
Road making 

do . 
Surveying and 
Levelling 

do . 
Mensuration 

do . 
Building Materials & 
Construction 

do . 
Hydraulics and 
Irrigation 

do . 
Hydraulics & 
Sanitary Engincering do. 
Practical Plane & 
Solid Geometry 

do. 


Second 


do . 
do . 


7218 Antony Appans 


do . 


do . 


dlo . 


do. 
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7221 Bhaskaran Nair , V . R. Building Materials 

and Construcion Lower First 
Building Drawing and 
Estimating 

do . Second 
Hydraulics and 
Irrigation 

do . do. 
Hydraulics & Sanitary 
Engineering 

do . First 
Earth work and Raod 
making 

do . Second 
Surveying and 
Levelling 

do . First 
Applied Mechanics do . Second 
Mensuration 

do . First 
Practical Plane & 

Solid Geometry do . do . 
7222 Balachandran , S . Applied Mechanics do . First 

Machine Drawing cio . Second 
Electric Light & 
Power 

do . do . 
7226 Balachandran , S. Surveying and 

Levelling 

do . do. 
7228 Balakrishnan , P. R. Applied Mechanics 

do . do . 
Mensuration 

do . do . 
Electric Light & 
Power 

do . First 
7230 Bovas, M. 

Auto Servicing and 
Maintenance 

do . Second 
7232 Babu, G. 

Building Materials & 
Construction 
do, 

dlo . 
Building Drawing & 
Estimating 

do. do . 
Hydraulics & 
Irrigation 

do . 

First 
Hydraulics & Sanitary 
Engineering 

do . 

Second 
Earth work & 
Road making 

do. do . 
Applied Mechanics 

do . 

First 
Practical Plane & 

Solid Geometry cio . do . 
7236 Behanan Thomas Motor Mechanism & 

Driving 

do . Second 
Auto Servicing & 
Maintenance 

do . do . 
7255 Balakrishnan Nair , V. Earth work & 

Road making 

Higher do . 
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7260 Chandrasekharan Hydraulics & 
Nair , K. Irrigation 

Lower Second 
Earth work & 
Road making 

Higher do. 
Practical Plane & 
Solid Geometry 

Lower Fisi 
7261 Chandrasekharan Electric Light and 
Nair , K. Power 

Higher Second 
7267 Chellappan 

Surveying and 
Achari, V. K. Levelling . 

do . do. 
7272 Chinnayyan Nadar ,M. do. 

Lower do . 
7274 Dasayyan, Y. Hydraulics and 

Irrigation 

do . do . 
7276 Devavrithan, N. Earth work and 

Roadmaking Higher do . 
7286 Daniel, N. 

Motor Mechanism 

and Driving Lower do . 
7287 Dumalsenan , M. Electric Light and 

Poover 

Higher do . 
7307 Ganapathy, N.S. Building Drawing and 

Estimating 

Lower do. 
Surveying and 
Levelling 

do . .do. 
Mensuration 

do. do . 
7309 Gopinathan Nair , N. Earth work and 

Road making Higher do . 
7329 Gopalan Asari, K. K. Applied Mechanics 

Lower 

do. 
Heat Engines 

do. do . 
Electric Light and 
Power 

do. do. 
7334 Hariharan, S. Building Materials & 

Construction Higher do . 
Earth work and 

Road making Lower do 
Surveying and 
Levelling 

Higher do. 
Applied Mechanics 

do . 

do . 
7343 Joseph , N. 

Hydraulics and 
Irrigation 

Lower do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Earth work and 

Road making Higher do . 

Applied Mechanics Lower First 
7351 Jayachandran , G. Electric Light and 

Power 

Higher Second 
7352 Jayan , N. 

Earthwork and 
Road making 

Lower do . 
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7858 Janardhanan , V. Building Drawing & 

Estimating 

Lower First 
Surveying and 
Levelling 

Higher Second 
7360 John , P. V. 

Building Drawing & 
Estimating 

Lower do . 
Surveying and 
Levelling 

Higher do . 
7362 Jayachandradas, S. Electric Light and 

Power 

do . First 
7364 John, P.M. Surveynig and 

Levelling 

do . Second 
7368 Krishnankutty , Electric Light and 
Nair , C. Power 

do . do . 
7371 Karunakaran Pillai, M. 

do . 

do . do. 
7374 Krishnan , K. G. 

do. 

Lower do . 
7376 Krishnan Kutty , V. 

Building Materials & 
Construction 

do , do . 

Applied Mechanics . do . First 
7379 Krishnan Potti, S. Hydraulics and 

Írrigation 

Higher Second 
Earth work and 
Road making 

do. do . 
73 : 1 Krishnan , R. Building Drawing & 

Estimating 

Lower do . 
Hydraulics and 
Irrigation 

Higher First 
Earth work and 

Road making Lower Second 
Applied Mechanics Higher do. 
Practical Plane & 

Solid Geometry Lower do . 
7386 Krishnan , Nair, P. MotorMechanism 

and Driving 

do . do . 
738 Kesava Pillai, K. Hydraulics and 

Irrigation 

do . do. 
7391 Krishnan Nair, P. Electric Light and 

Power 

Higher do. 
7396 Krishnan Nair , N. 

Surveying and 
Levelling 

Lower do . 
7402 Krishna Pillai, S. Electric Light & 

Power 

Higher do , 
7403 Kumar, C. 

Earth work & Road do . do . 

making 
7406 Krishna Pilla , S. 

do . 

do . do . 
7424 Manicantan Nair , G. Building Materials & 

Construction Lower do . 
7426 Moni, K. 

Electric Light & 
Power 

do . do . 
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do . 


do . 


do . 


do . 


do . 


do . 


Lower 


7427 Madhavan , P. Building Drawing & 

Estimating 

Lower Second 
Earthwork & 

Roadmaking Higher 
Practical Plane & 
Solid Geometry 

Lower 

First 
7432 Madhavan Pillai, G. Applied Mechanics Lower Second 

Heat Engines 

do . do . 
Electric Light & 
Power 

do . do . 
7433 Mohanakumar, G. Building Materials & 

Construction 

do . do . 
Hydraulics & 
Irrigation 

do. do . 
Applied Mechanics do . 
Mensuration 

do . 
Practical Plane & 
Solid Geometry 

do . do . 
7436 Madhavan Nair, K. Hydraulics & 

Irrigation 

do . 
Applied Mechanics 

do . 
Mensuration 

do . 
Practical Plane & 
Solid Geometry do . 

do . 
7440 Madhusoodanan Hydraulics & 

do . 
Nair, B. 

Irrigation 
Surveying & Levelling Higher do . 
Mensuration 

Lower First 
7456 Madhavan Nair , E. Surveying & Levelling Higher First 
7461 Muthiah , P. 

Motor Mechanism & 
Driving 

Lower 

Second 
7463 Muraleedharan Nair, Surveying & Levelling Higher do . 

V. R. 
7464 Nataraja Pillai, N. Electric Light & 

Power 

do . do . 
7465 Natarajan , A. Building Materials & 

Construction Lower do . 

Applied Mechanics do . do . 
7472 Nesayyan , L. Building Materials & 

Construction Higher do . 
Building Drawing & 
and Estimating 

Lower do . 
Hydraulics & 
Irrigation 

do . First 
Hydraulics & Sanitary 
Engineering 

do . Second 
Applied Mechanics 

Lower 

First 
Practical Plane & 
Solid Geometry 

do . do . 
G 2251J 
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do . 
do . 


do . 
do . 


7473 Narayanan Nair, P. Hydraulics & 

Irrigation 

Lower Second 
Applied Mechanics do do . 
Mensuration 

do . do . 
7490 Ponnappan Pillai, K. Applied Mechanics Lower 

First 
Mensuration 

do . Second 
Heat Engines 

do. 

First 
Electric Light & 
Power 

do . Second 
7492 Prabhakaran 

Building Materials & do . do . 
Pillai, K. 

Construction 
Hydraulics & 
Irrigation 

do. 
Applied Mechanics 

do . 
Mensuration 

do . do . 
7494 Philipose , S. Surveying & Levelling do . 

Applied Mechanics do . 
Practical Plane & 

Solid Geometry do . do. 
7496 Parameswaran Building Materials & 
Nair, A. Construction 

do . do . 
Building Drawing & 
Estimating 

do . do . 
Hydraulics & 
Irrigation 

do. 

do . 
Earthwork & Road. 
making : 

Higher do . 
7497 Pushpangadhan , C. Electric Light & 

Power 

Higher do . 
7499 Prabhakara 

Applied Mechanics Lower First 
Panicker, R. Heat Engines 

do . Second 
01 Padmanabhan Hydraulics & 
Nair, N. Irrigation 

do . Second 
Earthwork & 
Roadmaking Higher do . 

Applied Mechanics Lower First 
7504 Philipose, P. L. Motor Mechanism & 

Driving 

do . Second 
7539 Ramakrishnan , K. K. Hydraulics & 

Irrigation Higher Second 
Earthwork & 
Roadmaking 

do . do . 
7541 Raghavan Nair, R. Hydraulics & 

Irrigation 

do . do . 
Earthwork & 
Roadmaking 

do . 

do. 
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do . 


do . 


7550 Ramachandran Hydraulics & Sanitary 
Nair, P. Engineering Lower Second 

Surveying & Levelling do. 
Mensuration 

do . do . 
Practical Plane & 

Solid Geometry do 
7551 Rajasekharan Nair , Machine Construction do . do . 
T.K. Heat Engines 

do . do. 
7553 Ramaswami Asari, S. Building Materials & do. do. 

Construction 

do . do . 
Building Drawing & 
Estimating 

do . do . 
Hydraulics & 
Irrigation 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Surveying & Levelling do . do . 
Mensuration 

do. 

do . 
Practical Plane & 
Solid Geometry 

do . do . 
7557 Ramachandran Surveying & 
Nair, V. 

Levelling Higher do . 
7560 Radhakrishnan Motor Mechanism & Lower do . 
Nair, K. 

Driving 
7569 Rajan , N. Electric Light & power Higher 

do . 
7572 Ramachandran Nair, P. do . 

do . do . 
7577 Ravindran Nair, N. Applied Mechanics Lower do . 

Mensuration 

do. do . 
Heat Engines 

do. do . 

Electric Light & Power do. do . 
7580 Raveendran Nair, K. Building Materials & 

Construction 

Lower 

First 
Hydraulics & Irrigation do. do . 
Earthwork & Road 
inaking 

Higher Second 
Applied Mechanics Lower First 
Mensuration 

Higher First 
Practical Plane & 

Solid Geometry do . do . 
7582 Rajan Menon, N. Building Materials & 

Construction . Lower Second 
Hydraulics and 
Irrigation . 

do . First 
Earthwork and 
Road-making 

do . Second 
Surveying and 
Levelling 

do . do . 
Applied Mechanics do . First 
Mensuration 

do . do . 
Practical Plane & 
Solid Geometry 

do . Second 
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7585 Ramasubramaniam 
K. C. 

Hydraulics and 
Irrigation 

Lower Second 
Hydraulics and 

Sanitary Engineering do. do . 
Surveying and 
Levelling 

do . do . 
Applied Mechanics do. do . 
Practical Plane & 

Solid Geometry do . do . 
7597 Rajayyan , A. Building Materials & 

Construction 

do . do. 
Building Drawing & 
Estimating 

do. do . 
Hydraulics & 
Irrigation 

do . do . 
Surveying & 
Levelling 

do . do . 
Applied Mechanics 

do . do. 
Mensuration 

do. do . 
7599 Ramachandran , P . Surveying & 

Levelling 

Higher do . 
7603 Ramachandran Electric Light & 
Nair , V. Power 

Higher First 
7611 Ranganatha 
Pillai, s . 

Motor Mechanism & 
Driving 

Lower Second 
7619 Sasidharan Nair, R. Earthwork & 
Roadmaking Higher 

do . 
7624 Sadasivan Pillai,V. Earthwork & 

Roadmaking Lower 

Applied Mechanics Higher do . 
7626 Sailarajan , N. Electric Light & 

Power 

do . do . 
7627 Sudevan , R. Machine Drawing Lower do . 

Heat Engines 

do . 

do . 
Electric Light & 
Power 

do . do . 
7628 Subbiah, M. 

Motor Mechanisin & 
Driving 

do . do . 
Auto Servicing & 
Maintenance 

do . do . 
7640 Sadanandan Nadar, V. Hydraulics & 

Irrigation 

do . do . 
7641 Subrahmonia Iyer, R. Building Materials & 

Construction 

do . do . 
Building Drawing & 
Estimating 

do . do . 


do. 
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7645 Surendran , L. Building Materials & 

Construction Lower Second 
Hydraulics & 
Irrigation 

do. do . 
Surveying & Levelling do. do. 
Applied Mechanics do . 

do . 
Mensuration 

do . First 
Practical Plane & 

Solid Geometry do . Second 
7649 Sathyadas, M. Hydraulics & Irrigation do. do. 

Earthwork & Road- Higher do . 

making 
7652 Sivankutty Nair , P. Building Materials & 
Construction Lower 

do . 
Building Drawing & 
Estimating 

do . do . 
Hydraulics & 
Irrigation 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Surveying & Levelling do . do . 
Applied Mechanics 

do . First 
Mensuration 

do . 

do . 
Practical Plane & 

Solid Geometry do . do. 
7653 Sreekantan Nair , K. Building Materials & 

Construction 

do . Second 
Building Drawing & 
Estimating 

do. do . 
Surveying & Levelling do . do . 
Applied Mechanics 
do. First 
Mensuration 

do. Second 
Practical Plane & 

Solid Geometry do . First 
7654 Sisupalan , S. Hydraulics & 

Irrigation 

do . 

Second 
Hydraulics & Sanitary 
Engineering 

do . do . 
Surveying & Levelling do . do . 
Applied Mechanics do . 
Mensuration 

do . 

do. 
Practical Planc & 

Solid Geometry do . do . 
7671 Sivaraman Achari, S. Electric Light & Power do . Second 
7673 Sreedharan , K. Hydraulics & Sanitary 

Engineering 

do . do. 
Earthwork & 
Roadmaking 

Higher 

do. 
Mensuration 

do . 
Practical Plane & 

Solid Geometry Lower First 


3|*********$$$$$$$$$$$$$$$$ 


First 


do . 
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do . 


7674 Sukumaran Nair, P. Hydraulics & Sanitary 

Engineering 

Lower Second 
Surveying & Levelling do. do . 
Applied Mechanics do . do . 
Practical Planc & 

Solid Geometry do . First 
7675 Sankaran Nair, A. Hydraulics & Sanitary 

Engineering 

do . Second 
Surveying & Levelling do . do. 
Applied Mechanics 

do . do . 
Practical Planc & 
Solid Geometry 

do . do . 
7676 Surendran , P. Hydraulics & 

do . 
Irrigation 

Applied Mechanics. do . First 
7679 Sadasivan Nair , J. Motor Mechanism & 

Drawing 

Lower Second 
7689 Sensor, D. 

Electric Light & 
Power 

Higher do. 
7690 Sisupalan , M. Machine Drawing Lower do . 

Electric Light & 
Power 

Higher do . 
7691 Sasidharan Nair , B.K. Electric Light & 

Power 

do . 
7694 Sreekumaran Nair, K. Applied Mechanics Lower 

Machine Drawing do . 
Heat Engines 

do. 
Electric Light & 
Power 

do . do . 
7696 Sasidharan Nair, G. Electric Light & 

Power 

Higher do . 
7698 Sreedharan Nair , V. Building Materials & 

Construction 

do . do . 
Hydraulics & 
Irrigation 

Lower do . 
Earthwork & 
Roadmaking do. 

do . 
Applied Mechanics do . 

do . 
7700 Sanandham , S. Electric Light & 

Power 

Higher do. 
7708. Subramonia Iyer, S. Building Materials & 

Construction Lower do . 
7710 Suprasadan Nair, N. Electric Light & 

Power 

Higher First 
7711 Sukumaran Nair , C. 

do. 

do . 

Second 
7715 Sukumaran Nair, Surveying & Levelling Lower do . 

T. M. Practical Plane & 

Solid Geometry do . do . 


do . 
do . 
do . 
do . 
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7720 Sreedharan Nair, N. Building Materials & 

Construction 

Lower Second 
Hydraulics & Sanitary 
Engineering 

do . do . 
7721. Somasekhara Pillai, R. Building Materials & 

Construction 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . do . 

Surveying & Levelling do . do . 
7725 Stephenson , D. Building Materials & 

Construction Higher do . 
Earthwork & 
Roadmaking 

do . do . 
7728 Sukumaran Nair, G. Earthwork & Road 

making 

do . do . 

Applied Mechanics do . do . 
7729 Sreekanta 

Building Materials & 
Panicker, K. Construction 

do . do . 
Earthwork & 
Roadmaking 

do . do . 
7730 Sanathanan Nair , P. Earthwork & 

Roadmaking 

do. 

do . 
7769 Sadasivan , R. Applied Mechanics Lower do . 
7770 Sankarasubramonia Motor Mechanism & do. do . 
Iyer , N. 

Driving 
7771 Sankarankutty Building Materials & 
Nair, V. P. Construction 

do , do . 
Earthwork & 
Roadmaking 

do . do . 
Surveying & Levelling do. do . 
Mensuration 

do . do . 
7774 Thomas, V. 

Building Materials & 

Construction Higher do . 
Earthwork & 
Roadmaking 

do . do. 
7786 Thomas , C. I. Surveying & Levelling do . First 
7792 Viswambharan , N. Motor Mechanism & 

Driving 

Lower Second 
7799 Viswanathan Nair, R. Earthwork & 

Roadmaking Higher do . 
7805 Vasudevan , K. Building Materials & 

Construction 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Earthwork & 
Roadmaking 

do. do . 
Applied Mechanics 

do. 

do . 
7809 Vyomakesan Nair, A. Earthwork & 

Roadmaking 

do . do . 
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7910 Vasu , C. R. 

Earthwork & 

Roadmaking Lower Second 
Mensuration 

do . First 
7811 Viswanathan , D. Motor Mechanism & 

Driving 

do . Second 
7814 Vijayan , A. V. Surveying & Levelling do . do . 

Mensuration 

do . do . 
7815 Viswanathan , J. Applied Mechanics do . do . 

Mensuration 

do. First 
Electric Light & 
Power 

Higher Second 
7319 Varghese, K. I. Motor Mechanism & 

Driving 

Lower 

do . 
7921 Vijayan , M. Electric Light & 

Power 

Higher do . 
7824 Varghese, K. S. 

do . 

do. do . 
# 7825 Viswanathan , K. K. Building Materials & 

Construction Lower do. 
Hydraulics & 
Irrigation 

do . 

First 
Hydraulics & Sanitary 
Engineering 

do . Second 
Surveying & Levelling do. do . 
Applied Mechanics 

do . 

do . 
Mensuration 

do . do . 
Practical Plane & 
Solid Geometry 

do . First 
7827 Viswaroopan Nair, V. Building Materials & 

Construction 

do . Second 
Building Drawing & 
Estimating 

do . 
Hydraulics & 
Irrigation 

do . 
Hydraulics & Sanitary 
Engineering 

do. do . 
Earthwork & 
Roadmaking 

do . 
Surveying & Levelling do. 
Applied Mechanics 

do . 
Mensuration 

do . do. 
Practical Plane & 

Solid Geometry do . 
7828 Varadarajan , S. Surveying & Levelling do . Second 

Applied Mechanics 
do . do . 


do . 


do . 


do . 

do . 
First 


do . 
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7829 Vijayakrishnan Building Materials & 
Thampy Construction 

Lower First 
Hydraulics & Sanitary 
Engineering 

do . 

Second 
Surveying & Levelling do . do. 
Applied Mechanics do . do . 
Practical Plane & 

Solid Geometry do . do . 
7835 Vamadevan , P. Building Drawing & 

Estimating 

do . do . 
Earthwork & 
Roadmaking 

Higher do. 
7838 Venkitakrishnan Electric Light & 
Potti, S. Power 

Lower do . 
7842 Walter George MotorMechanism & 

Driving 

do . do . 
Auto Servicing & 
Maintenance 

do . do . 
7843 Yesunesan , S. Building Materials & 

Construction 

do. do . 
Building Drawing & 
Estimating 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . do. 
Earthwork & 
Roadmaking 

do . 

do . 
7845 Appukuttan Nadar, S. Building Materials & 

Construction 

do . 

Surveying & Levelling do. 
7847 Bhaskaran , K. Motor Mechanism & 

Driving 

do . do . 
Auto Servicing & 
Maintenance 

do . do . 
7865 Ganapriya Amma,N.C . Building Materials & 

Construction 

do. do . 
Hydraulics & 
Irrigation 

do . 

do , 
Earthwork & 
Roadmaking 

do . 

do , 
7885 Rajeswari Amma, B. Surveying & Levelling Higher do. 
7906C Vasumathi Amma, R. Surveying & Levelling do. 
7908 Bodhanadan , M. Hydraulics & Sanitary 

Engineering 

Lower 

do. 
Applied Mechanics Higher do . 
7910 Bhaskaran Nair, P.K. Earthwork & 

Roadmaking 

Lower de 
Surveying & Levelling do . do , 
Mensuration 

do. do. 
Practical Plane & 
Solid Geometry 

do , First 
G. 2251 J 


do . 
do . 


do . 
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do . 


do . 


7911 Balakrishna Pillai, Earthwork & 
P.M. Roadmaking 

Lower 

Second 
7914 Chakrapani, P. Earthwork & 

Roadmaking 

do . do. 
7522 Divakaran ,N. Electric Light & 

Power 

Higher do . 
7924 Gangadharan Pillai, R.Hydraulics & 

Irrigation 

* Lower do . 

Surveying & Levelling do. do . 
7934 Jacob , K.M. Building Materials & 

Construction Higher do. 
Building Drawing & 
Estimating 

Lower do . 
6 

Earthwork & 
Roadmaking 

do . 
7938 Krishnan , N. Electric Light & 

Power 

Higher do . 
7945 Prabhakaran Nair, C. Building Materiais & 

Construction Lower do . 
Building Drawing & 
Estimating 

do. do. 
Surveying & Levelling do . 
Applied Mechanics 

do . do . 
7966 Ravindran Nair, P.K. MotorMechanism & 

Driving 

do . do . 
Auto Servicing & 
Maintenance 

do . do . 
7968 Raghunadha 

Building Drawing & 
Kurup, N. 

Estimating Higher do . 
Hydraulics & 
Irrigation 

do . 
Hydraulics & Sanitary 
Engineering 

Lower do . 
Earthwork & 

Roadmaking Higher 
Applied Mechanics do . 

do . 
7969 . Rajari, A. 

Surveying & Levelling Higher Second 
7973 Raveendran , C. P. 

do . 

do . do . 
7976- Sudheendran , K. Applied Mechanics Lower do. 
7978. Subramonian Surveying & Levelling Higher do . 
. 

Achari, N. 
7984 Sukumaran Nair , K.G.Building Materials & 

Construction Lower do . 
Surveying & Levelling Higher do . 
Practical Plane & 
Solid Geometry 

Lower First 
7986 Sugathan , G. Hydraulics & 

Irrigation 

do . Second 
Surveying & Levelling do . do. 


do. 


do . 


. 
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do . 


7988 Sreedharan Nair, A. Surveying & Levelling Higher Second 
7990 Sivanandan , P. Building Drawing & 

Estimating 

Lower do. 
Earthwork & 

Roadmaking Higher do . 
7995 Thamarakashan , K. Building Materials & 

Construction 

Lower 

do . 
Hydraulics & 
Irrigation 

do . do 11. 
Surveying & Levelling do. do . 
Practical Planc & 7 . 
Solid Geometry 

First 
8011 Viswambharan , G. Earthwork & Higher Second 

Road making 
Practical Plane & 

Solid Geometry Lower First 19 
8023 Aiyappan Pillai, K. Electric Light & Power,i do. do . 
8032 Aravindan , T. 

do . 

Higher 

do . 
8033 Aravindakshan Achari, N. do . 

129 Lowery Second 
8036" Appukuttan Pillai, C. 

do. 

Higher do . 
8039 Abhimanyu , A. Surveying & Levelling do. do . 
8041 Abraham , M. T. Earthwork & 

Roadmaking 
8045 Appu , C. T. 

do. 
Mensuration 

do . 


do 15 


Practical Plane & ! 


do . 


8046 Antony, M. 
8049 Bhaskaran , K. 


do. 


do . 


8056 Bhaskaran Pillai, G. 


Solid Geometry 

do. 
Earthwork & 

Roadmaking Higher 
Machine Drawing 

Lower 
Electric Light & ! 
Power 

do . do . 
Electric Light & 
Power 

do . do . 
Mensuration 

do. do ." 
Electric Light & 
Power 

do... do 
Applied Mechanics do . do. 
Electric Light & Power do. do. 
Electric Light & 
Power 

do. 


8059 Basheer Kutty , A. 
8071 Bhargavan Nair, P. 


. 


8074 Chandrasekharan 

Pillai, V. G. 
8075 Chandrasekharan 

Nair , G. 
8092 Cleetus S. Pcrcira 


Building Materials de do . 


do. 
do . 


do . 
do . 


Construction 
Mensuration 
Practical Plane & 

Solid Geometry 


do . 


do . 
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8105 Divakaran, M. Building Materials & 

Construction Lower First 
Earthwork & 

Roadmaking Higher Second 
Surveying & Levelling do. do . 
Applied Mechanics 

Lower do . 
Mensuration Higher 

do . 
8112_Gopinatha Kurup , S. Machine Drawing Lower Second 
8113 Gopinathan, K. Electric Light & 

Power 

do . do . 
8131 George, K. M. Earthwork & 

Roadmaking Higher do . 
8132 George, G. 

Earthwork & 
Roadmaking 

do. do . 
Mensuration 

do . do . 
8142 Gopalakrishna Building Drawing & 
Pillai, K. Estimating 

Lower do . 
Earthwork & 
Roadmaking 

do . do . 
8145 Gopalakrishnan Surveying & Levelling do. do . 
Achari, P. Applied Mechanics 

do. do . 
Mensuration 

do . do . 
8152 Gopalakrishna Electric Light & 
Pillai, C. Power 

do . do . 
8158 Gopakumaran Nair, Earthwork & 
N. K. Roadmaking 

do . 

do . 
8160 Haridasan Pillai, K.P. Earthwork & 
Roadmaking Higher 

do. 
Practical Plane & 

Solid Geometry Lower First 
.8162 Haridasan , M. Building Materials & 

Construction 

do . 

Second 
8164 Janardanan Pillai, P.T. Hydraulics & 

Irrigation 

Higher First 
Earthwork & 
Roadmaking 

do . Second 
8166 Janardhanan Achary, Electric Light & 
C. Power 

Lower Second 
8167 Janardanan Nair , V. Building Materials & 

Construction Higher do . 
Earthwork & 
Roadmaking 

do . do . 
8168 Janardhanan Building Drawing & 
Achari, N. Estimating 

Lower do . 
Hydraulics & Sanitary 
Engineering 

do . First 
Surveying & Levelling Higher Second 
Applied Mechanics Lower do. 
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L. 


8169 John , B. 

Earthwork & 

Roadmaking Higher Second 
8174 Johnson , P. 

Surveying & Levelling do . do . 
8178 John, V. 

Hydraulics & Sanitary 

Engineering Lower Second 

Surveying & Levelling Higher do . 
8179 John, P. M. Mensuration 

Lower do . 
8183 Jayasimhan Pillai, K. Electric Light & 

Power 

do. do . 
8187 James, K.J. Surveying & Levelling Higher do . 
8188 James, M. O. Electric Light & 

Power 

do . do . 
8194 Jose, K. P. 

Hydraulics & Sanitary 
Engineering 

Lower do . 
Surveying & Levelling do . do . 
Mensuration 

do. do. 
8199 Andrew ,C.J. 

Mensuration 

do . do . 
8210 Kesava Pillai, K. Building Drawing & 

Estimating 

do . do . 
Surveying & Levelling do. do . 
Applied Mechanics do . First 
Practical Plane & 

Solid Geometry do . do. 
8213 Kesava Pillai, M. K. Surveying & Levelling Higher Second 

Applied Mechanics 

Lower 

do . 
8221 Krishnankutty Nair ,K . Earthwork & 

Roadmaking Higher do . 
Practical Plane & 

Solid Geometry Lower First 
8222 Kunjukrishna 

Earthwork & 
Kurup, S. 

Road -making do. Second 
8239 Kuttappan Pillai, R. Building Materials & 

Construction 

do . do . 
Surveying & Levelling do . 

do . 
Mensuration .. 

do . 

do . 
8240 Kavirajan, P. Building Materials & 

Construction 
Surveying & Levelling do . 

do . 
Mensuration 

do. do. 
Practical Planc & 
Solid Geometry 

do . do . 
8245 G. K. Pillay 

Hydraulics & 
Irrigation 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Surveying & Levelling do. do . 
Mensuration 

do. 


. 


do . 


do . 


First 
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do . 


Roadmaking 


Pillai, N. 


do . 


. 


8246 Kumaran , M. Electric Light & 

Power 

Higher Second 
8258.Mohammed Fami; J. Hydraulics & Sanitary 

Engineering Lower do . 
Earthwork & 

Roadmaking Higher do . 
8259. avadhavan Achary, V. Building Materials & 

Construction 

do . 

do . 
Hydraulics & 
Irrigation 

do . 
Earthwork & 

do. do . 
8260 Muraleedharan Electric Light & 

Power 

Lower do. 
8261 Muraleedharan Pillai, N.do. Higher 

do . 
8269 Mohanachandran , Building Materials & 
P. C. 

Construction Lower 

Surveying & Levelling do. do . 
% Mensuration 

do . First 
Practical Plane & 

Solid Geometry do . Second 
8273 Mathew , M.S. ) Building Materials & 
or Construction 

do . do . 
7" 11 Earthwork & 
* i !, Roadmaking Higher 

do ! 
8275, Mohamed Kunju ; K. Building Materials & 

Construction t do do . 

Surveying & Levelling do. do . 
8276 Mukundan Pillai, G. Surveying & Levelling do . do . 
8280. Madhava Kurup , y . Electric Light & 

Power 

· Lower 

do. 
8282 : Madhavan Pillai, C. Building Materials & 

Construction do. ... do... 
Hydraulics & Sanitary 
Engineering 

do . do . 
Earthwork & 
Roadmaking 

do . 
.ob 

Surveying & Levelling do. do . 
8288 Narayanan 

Electric Light & 
Nampiathi, C. P. Power 

do . do . 
8291 Narayanan , Ć . K., Hydraulics & Sanitary 

Engineering 

Higher do . 
Earthwork & 
Roadmaking 

do. do. 

Surveying & Levelling do . do . 
8293 Natarajan , N. Surveying & Levelling do . do . 
8296 Philip, K. V. Electric Light & Power do. do . 
8297 - Peter, P. 

do . 

Lower do. 


do.. 


tit 


3.1 


23 
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- 


do. 


Lower Bed 


8304 Purushothaman , K. Earthwork & 

Roadmaking Higher Second 

Surveying & Levelling do... do . 
8324 Ramachandran Building Materials & 
Pillai, R. Construction 

do . do . 
2.Earthwork & 
Roadmaking 

dobavi? do : .. 
Mensuration 

Lower First 
8328 Rajappan , N. Building Materials & 

Construction 

do . 

Second 
Surveying & Levelling Higher do . 
8333 Ramachandran Earthwork & .. :1114 
Nair, K. 

Road -making Lower do. 
Surveying & Levelling do . First 
Mensuration 

do . Second 
8344 Rajagopala Pillai, N. Electric Light & 

Power 

J. , doc.do.. 
8345 Raveendran Pillai, R. do . 

First 
8346 Raveendra Kurup, K. Surveying & Levelling Higher Second 
8350 , Ramakrishnan Nair, V. do . 

do . do. 
8351 Ravindran , K .. Building Drawing & 4 

Estimating 
Earthwork & 

Roadmaking 3 ,Higher ... do... 
8354 Ramachandran Electric Light & 
Nair, J. Power 

do. do. 
8355 Raghavan Nair, V. Building Materials & 

Construction 

do . do . 
Earthwork & 
Roadmaking 

do. do . 
Practical Plane & 
Solid Geometry 

Lower do . 
8359 Ramachandran Earthwork & 
Nair , A. 

Roadmaking up Higher 
* Practical Plane & 

Solid Geometry... Lower do. ! . 
8360 Radhakrishnan Surveying & Level- Higher First 
Nair , M. 

ling . 
8362 Ramesachandran 
Pillay, K. 

do . . Lower Second 
8363 Ramachandran , N. 

Electric Light & X .. 
Power 

do . do . 
8364 Ravindran Nair , K. 

do . 

do . do . 

do . 
8367 Ramachandran Pillai, Hicat Engines 

do . 
T. S. 

Electric Light & 
Power 

do . do. 
8368 Ramakrishna Pillai, N. Electric Light & 

Power 

do . do . 


do. 
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8385 Sahadevan , N. Practical Plane & 

Solid Geometry Lower Second 
8386 Sasidharan , C. Building Materials & 

Construction 

do . do . 
Surveying & Levelling do . do . 

Applied Mechanics do . do. 
8389 Sivadasan , K. Electric Light & 

Power 

do . do . 
8391 Sahadevan, A. N. Heat Engines 

do . 

do . 
Electric Light & 
Power 

do. do . 
8392 Sasidharan Pillai, G. Heat Engines 

do . do. 
Electric Light & 
Power 

do . do . 
8416 Soman , V. 

Electric Light & 
Power 

do . do. 
8420 Sulaiman , A. M. 

do . 

do . do . 
8425 Shamsudeen , P. Surveying & Levelling do. 

do . 
Practical Plane & 
Solid Geometry 

do . do . 
8427 Somarajan , K. Building Drawing & 

Estimating 

do . do . 

Surveying & Levelling do. do . 
8428 Sreedharan, E. P. Building Materials & 

Construction 

do . do . 
Building Drawing & 
Estimating 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Earthwork & 
Roadmaking 

do. First 

Applied Mechanics Higher Second 
8429 Santhakumaran , N. Earthwork & 

Roadmaking 

do . do . 
8433 Sivanandan , N. Electric Light & 

Power 

do . do . 
8434 Sadasivan Pillai, R. Earthwork & 
Roadmaking 

do . 
8441 Sreedharan , K. Surveying & Levelling do. 

do . 
8452 Sukumaran, K. Building Materials& 

Construction Lower do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Earthwork & 

Roadmaking Higher do . 
Practical Plane & 
Solid Geometry 

Lower First 


14444445$$$$$$$$$$$$$ 


do. 
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do. 
do . 
do . 


8455 Somasekharan Pillai,G. Building Materials & Lower Second 

Construction 
Surveying & Levelling Higher do . 
Mensuration 

Lower First 
8457 Samuel, T. Y. Surveying & Levelling Higher Second 
8464 Sidhardhan , N. Earthwork & 

Lower do . 

Roadmaking 
8465 Sadasivan , R. Hydraulics & 

do . do . 
Irrigation 
Earthwork & 

do . do . 

Roadmaking 
8469 Sivasankara Pillai,N. Earthwork & 

Higher do . 
Roadmaking 
Mensuration 

Lower do. 
8473 Thankappan Achary,N.Surveying & Levelling Higher do . 
8478 Thomas, P. M. Building Materials & Lower do . 

Construction 
Surveying & Levelling do. 

do . 
8496 Upendran Kunju , P.G. BuildingMaterials & 

Construction 

do . 

Surveying & Levelling do . 
8500 Varkey , C.V. Building Materials & do . 

Construction 
Hydraulics & Sanitary do. 

Engineering 
Surveying & Levelling do. 

do . 
Applied Mechanics 

do . 
Mensuration 

do. do. 
8501 Viswanathan 

Building Materials & 

do . do . 
Nair , P. N. 

Construction 
Hydraulics & Sanitary do . 

do . 
Engineering 
Surveying & Levelling do . 
Applied Mechanics 

do . 
Mensuration 

do . 
8504 Veeramoni Iyer, N. Applied Mechanics 

do . do . 
Heat Engines 

do . do . 
Electric Light & do. 

Power 
8505 Vijayan ,M. Heat Engines 

do . Second 
8510 Viswadevan , V.M. Earthwork & Higher do . 

Roadmaking 
Mensuration 

Lower do . 
Practical Plane & do . First 

Solid Geometry 
8513 Varghese, P. A. Machine Drawing do. Second 

Electric Light & 
Power 

do , do, 


do . 


do. 


do. 
do . 
do . 


First 
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8516 Varghese, S. Motor Mechanism & Lower Second 

Driving 

Surveying & Levelling do . 
8523 Vidyadharan , K. 

do . 
Mensuration 

do . 

do . 
Practical Plane & do . 

do . 
Solid Geometry 
8525 Varghese , K. O. Eletcric Light & Higher First 

Power 
8545 Rema Bai, P. Surveying & Levelling do . Second 
8549 Saraswathi Amma, C. Building Drawing & Lower do . 

Estimating 
Surveying & Levelling Higher 

do . 
Mensuration 

Lower 
10049 Ramakrishnan , N. K. Surveying & Levelling do . 
8555 Antoney, K. K. Earthwork & 

Higher First 

Roadmaking 
8560 Abdulrahimankutty,M.Mensuration 

Lower Second 
Heat Engines 

do . 

do . 
Electric Light & 

do . 

do . 
Power 
8561 Andrew Morris , C. F. Applied Mechanics do . 

Heat Engines 

do . 
Electric Light & Power do. 

do . 
8563 Abdul Majeed , A. Surveying & Levelling do. 

do . 
8564 Baby, V. 

Applied Mechanics 

do . First 
Mensuration 

Second 
Heat Engines 

do . First 
Electric Light & Power do . 

Second 
8570 Bhaskaran , N. Earthwork & 

Higher do. 

Roadmaking 
8574 Bhaskaran , N. K. Surveying & Levelling do. 

do . 
8575 Chacko , P. V. 

do . do . 
8577 Chandrasekharan Building Materials & Lower 

do . 
Pillai, P. 

Construction 
Hydraulics & Sanitary do . do . 

Engineering 
Surveying & Levelling do . do . 
Practical Plane & do. do . 

Solid Geometry 
8578 Chandrasekharan 

Building Materials & do . do . 
Nair, G. 

Construction 
Surveying & Levelling do . 

do. 
Practical Plane & do . do . 

Solid Geometry 
8579 Cherian , P. I. Applied Mechanics 

do . 

do . 
Mensuration 

do . 

do . 
Heat Engines 

do . do . 
Electric Light & Power do. do, 


do . 
do . 


do . 


do . 
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8582 Chacko Varghese Applied Mechanics Lower Second 

Mensuration 

do. do . 
Heat Engines 

do . do . 
Electric Light & 
Power 

do . 

do . 
8584 Dasan, K.R. Building Drawing & do. 

do . 
Estimating 
Surveying & Levelling Higher 

do. 
8591 George , A. 

Applied Mechanics 

Lower do . 
Machine Drawing do. 

do . 
Electric Light & 

do . 

do . 
Power 
8595 Gopalakrishna Surveying & Levelling Higher do . 

Panicker, P. V. 
8599 Gopinathan Nair, R. Applied Mechanics 

Lower 

First 
Mensuration 

do . Second 
Heat Engines 

do . First 
Electric Light & 

do, Second 

Power 
8606 Joseph , S. 

Surveying & Levelling do . do . 
Mensuration 

do . do . 
8607 Joseph, M. T. Applied Mechanics do . do. 

Electric Light & 
Power 

do . do . 
8608 Joseph , P. C. 

Applied Mechanics 

do. First 
Mensuration 

do. Second 
Electric Light & 
Power 

do. do. 
8612 John , N. D. 

Surveying & Levelling do . do . 
Mensuration 

do . do . 
8614 John , P. V. 

Electric Light & 

do . do. 

Power 
3615 Jose, V. V. 

Electric Light & 

do. First 

Power 
8616 Joy, K. V. 

Mensuration 

do . do . 

Surveying & Levelling do . 
8617 Joy, T. R. 

Second 
Mensuration 

do . do , 

do . do . 
8618 Jamal Mohamed ,P. O. Surveying & Levelling 
8622 Krishnankutty 

First 
Applicd Mechanics do . 
Chakkrath Mensuration 

do . Second 
Heat Engines 

do . do . 
Electric Light & 
Power 

do . do. 


8624 Kumaran , S. 


do . 


Hydraulics & Sanitary do . 

Engineering 
Surveying & Levelling do . 
Applicd Nlechanics do . 


do. 
do. 
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3633 Kuruvila , M. C. Hydraulics & Sanitary Lower Second 

Engineering 
Earthwork & 

do . do . 
Roadmaking 
Surveying & Levelling do . do . 
Applied Mechanics 

do . do. 
Mensuration 

First 
8642 Lakshmanadas, P. Electric Light & Higher Second 

Power 
8644 Mahadevan Pillai, B. Applied Mechanics Lower do . 

Mensuration 

do . 
Electric Light & do . First 

Power 
8648 Mohanachandran , S. Electric Light & do. Second 

Power 
8657 Neelamparan , M. P. Applied Mechanics 

do . 
Mensuration 

do . First 
Machine Drawing do . 

Second 
Heat Engines 

do . First 
Electric Light & do. Second 

Power 
8661 Ouseph, M. 

Building Materials & do. do . 

Construction 
Hydraulics & Sanitary do. do. 

Engineering 
Earthwork & 

do . do . 
Roadmaking 
Surveying & Levelling do . 

do . 
Practical Plane & do . 

Solid Geometry 
8663 Purushothaman , P. Electric Light & Higher do . 

Power 
8666 Ponnappan , V.S. Applied Mechanics Lower First 
Surveying & Levelling do . 

Second 
Mensuration 

do . First 
Practical Plane & do . Second 

Solid Geometry 
6667 Perumal, K. J. Earthwork & 

Higher do. 

Roadmaking 
8668 Ponnappan , V. Applied Mechanics Lower First 

Electric Light & 

do . do . 

Power 
8677 RamesaPanicker ,M.G. Surveying & Levelling Higher Second 
8678 Ramakrishnan Nair , C. 

do 

Lower do . 
8679 Rajan , V. N. Electric Light & Higher do . 

Power 
8685 Ramachandran 

Earthwork & 

do . do . 
Nair, M. 

Roadmaking 


do . 


69 


Reg. 
No. 


Name of 
Candidate 


Subject 


Grade 


Class 


L 


8637 Ravavarama 

Surveying & Levelling Higher First 
Thampan , N. 
8691 Raju , A. K. 

Building Materials & 

Construction Lower Second 
Hydraulics & Sanitary 
Engineering 

do. do . 
Practical Plane & do . do . 

Solid Geometry 
8692 Radhakrishnan Nair,D.Applied Mechanics do. First 

Heat Engines 

do . Second 
Electric Light & 
Power 

do . do. 
8693 Ramachandran Applied Mechanics 

Lower 

First 
Pillai, K.N. Mensuration 

do. Second 
Electric Light & 
Power 

do . do . 
8698 Soman , Nair , R. Electric Light & 

Power 

do. do. 
8699 Sankaranarayana Building Materials & 
Pillai, R. Construction 

do . do. 
Hydraulics & Sanitary 
Engineering 

do . 
Surveying & Levelling do. 
Mensuration 

do . 
8702 Somarajan , P. K. Earthwork & 

Roadmaking 

Higher Second 
Applied Mechanics Lower 
Practical Plane & 

Solid Geometry do . do . 
8703 Sadasivan , K. Building Materials & 

Construction 

do . 

do . 
Earthwork & 
Roadmaking Higher 

do . 
Applied Mechanics 

Lower 

do . 
Practical Plane & 

Solid Geometry do . do . 
8705 Sankara Pillay , R. Building Materials & 
Construction Higher 

do . 
Practical Plane & 
Solid Geometry 

Lower do . 
8706 Sivasankaran Nair,M. Building Drawing & 

Estimating 

Higher 

do . 
Earthwork & 
Roadmaking 

do . do . 
8713 Sreedhara Panicker, Electric Light & 
S. P. Power 

do . do. 
8715 Sasidharan , K. Larthwork & 

Roadmaking 

do . do . 


do. 

do . 
First 


do . 
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8716 Sukumara Kurup, P.V. Building Drawing & Lower Second 

Estimating 
Earthwork & 

Roadmaking Higher do . 
8717 Thankappan , K. P. Electric Light & 

Power 

Lower do . 
8718 Thomas, P. J. Mensuration 

do . do . 
8721 Thomas Varghese Building Drawing & 

Estimating 

do . 

do . 
Earthwork & 
Roadmaking 

do . do . 
Surveying & Levelling do. 

First 
Applied Mechanics do . do . 
Mensuration 

do . do . 
8725 Vijayan Pillai, C.S. Electric Light & 

Power 

Higher First 
8734 Viswambharan , K. Electric Light & 

Power 

Lower Second 
8735 Venugopalan Applied Mechanics do . Second 
Nair, K.R. Heat Engines 

do . First 

Electric Light & Power do. Second 
8743 Leelamma 

Building Materials & 
Ncelakantan Construction 

do . 

Second 
Hydraulics & Sanitary 
Engineering 

do . 
Surveying & Levelling do. do . 
Applied Mechanics 

do . do . 
Mensuration 

do . First 
Practical Plane & 

Solid Geometry do . do . 
8744 Leclamma, K. Surveying & Levelling do . Second 
8746 Rugmini Amma, P.R. Hydraulics & 

Irrigation 

do . do . 
Earthwork & 

Roadmaking Higher do . 
Mensuration 

Lower Second 
8754 Abraham , A.M. Electric Light & 

Power 

Higher First 
8761 Alexander, K. K. Earthwork & 

Road making 

Lower do . 

Surveying & Levelling do . Second 
8762 Babu , C. 

Earthwork & 
Roadmaking 

do. First 
8763 Bhaskara Kurup, N. 

do . 

do. Second 
8772 Baby, K. C. 

do . 

Higher 

do . 
8773 Babykutty, V.K. Earthwork & 

Roadmaking 

Lower do . 
Mensuration . 

do . 

do. 


do. 
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do. 


do . 


8775 Bhaskaran, N. Electric Light & 

Power 

Lower Second 
8778 Bhaskaran Nair , V.N. Hydraulics & 

Irrigation 

do . do . 
Earthwork & 
Roadmaking 

do . First 
Mensuration 

do . Second 
8779 Balakrishna Pillai, Building Materials & 
M.G. Construction 

do . do . 
Hydraulics & 
Irrigation 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . 

do . 
Earthwork & 
Roadmaking 

First 
Surveying & Levelling do . Second 
8780 Bhaskaran Nair , P. M. Hydraulics & 

Irrigation 

do . 

do . 
Earthwork & 

Roadmaking Higher do. 
8782 Balakrishna Kurup, R. Earthwork & 

Roadmaking 

Lower 
Surveying & Levelling do. 

do . 
8787 Cheriyan , K.G. Earthwork & 

Roadmaking Higher First 
Applied Mechanics 

Lower Second 

Mensuration Higher do . 
8789 Chacko, V. 

Earthwork & 
Roadmaking 

do . do . 
8791 Chacko, K. C. 

do. 

do . 
8793 Cheriyan , K. 

Earthwork & 
Roadmaking 

do . 

do . 
Applied Mechanics 

Lower 
8794 Cheriyan , M. C. Electric Light & 

Power 

Higher do. 
8798 Chacko, K. O. Earthwork & 

Roadmaking Lower do . 
8799 Chandrasekharan Hydraulics & 
Pillay, M. K. Irrigation 

do . do . 
Earthwork & 
Roadmaking 

do . do. 

Surveying & Levelling do. do . 
8802 Chandrasekhara Earthwork & 
Warrier , S. Roadmaking 

do. do . 
8803 Chacko, P. M. 

do . 

do . do. 
8804 Chandrasekharan Hydraulics & 
Pillai , M. Irrigation 

do . do . 
Earth work & 
Roadmaking 

do. do . 


do . 


do . 
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3805 Chandrasekharan Building Materials & Lower Second 
Nair, K. 

Construction 
Hydraulics & 
Írrigation 

do . do . 
Earthwork & 
Roadmaking 

do . 

do . 
Surveying & Levelling do . 

do . 
Mensuration 

do . do . 
8806 Chacko, K. V. Mensuration 

do . 

do . 
8807 Chandra Panicker, K. Earthwork & 

Roadmaking 

do. do . 
8811 Chacko , K.A. 

do . 

do . do . 
3812 Chellappa Kurup , G. Earthwork & 

Roadmaking 

do. do. 

Surveying & Levelling do . do . 
8313 Divarakan, K. K. Hydraulics & 

Irrigation 

Higher Second 
Earthwork & 
Roadınaking 

do . First 
8814 Daniel, P. C. Hydraulics & 

Irrigation 

do . Second 

Applied Mechanics do . do . 
8815 David , T . G. 

Earthwork & 
Roadmaking 

do . 

do . 
8817 Damodaran , V. 

do . 

do . 
8822 Daniel, P. S. Building Materials & 

Construction 

Lower do. 
Hydraulics & 
Irrigation 

Higher do . 
Earthwork & 
Roadmaking 

Lower First 
8823 Dinesan , P. 

Building Materials & 
Construction 

do . Second 
Earthwork & 
Roadmaking 

do . do. 
8828 Eapen , V. 

Applied Mechanics 

do. First 
Mensuration 

do . Second 
Electric Light & 
Power 

do . do . 
8830 Gopalakrishnan Nair , N . Earthwork & 

Roadmaking Higher do . 
8838 Gopalakrishnan , G. 

do . 

do . 

First 
8840 Gopinatha Pillai, R. 

Lower Second 
8843 Gopinathan Nair, G. do . 

Higher . First 
8855 Gopinathan Pillai, V. Building Drawing & 

Estimating 

Lower Second 
Earthwork & 
Roadmaking Higher do . 


do. 


do . 
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0857 George, M. K. Building Drawing & 

Estimating 

Lower Second 
Earthwork & 

Roadmaking Higher First 
8860 Govinda Pillai, R. Earthwork & 

Roadmaking 

Lower 

Second 
8862 George Varghese , K. Electric Light & 

Power 

Higher 

do . 
8865 Gopalakrishnan Earthwork & 
Nair, M.N. Roadmaking 

do . First 
Applicd Mechanics Lower Second 
Practical Plane & 

Solid Geometry do. do . 
8867 George, V. M. Earthwork & 

Roadmaking 

do . do . 
8872 Gopalakrishna Electric Light & 
Panicker, M. K. Power 

Higher First 
8876 Gopalakrishnan Building Materials & 
Nair, K. P. 

Construction Lower Second 
Hydraulics & 

Irrigation Higher do. 
Earthwork & 

Roadmaking 

Surveying & Levelling do. 
8877 Gopinathan Nair, N. Applied Mechanics Lower 

do . 
Heat Engines 

do. 

do . 
Electric Light & 
Power 

clo . do . 
8878 Gangadhara Kaimal, Mensuration 

do . do . 
P. K. 

Electric Light & 
Power 

do . do . 
5879 Gcorge , K. P. Earthwork & 

Roadmaking 

do . do . 
3880 Gopalakrishna Earthwork & 
Pillai , P. T. Roadmaking 

do . do . 
Surveying & Levelling 

do . 
Mensuration 

do . do . 
S383 Gopalakrishna Pillai Earthwork & 

Roadmaking 

do , do . 
Mensuration 

do . do. 
8864 Gangadharan Nair , Electric Light & 
M.G. Power 

do . do . 
8889 Guiarajan , P. G. Earthwork & 

Roadmaking Higher do . 
Building Materials & 
Construction 

do . do . 
3890 George Thomas Larthwork & 

Roadmaking 

Lower do . 
Mensuration 

do . do . 
G 2251 J 
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do . 


do . 


do . 


8891 Gopinathan Pillai,P.K . Building Materials & 

Construction 

Lower Second 
Earthwork & 

do . do . 
Roadmaking 

Surveying & Levelling do . 
8892 Gopinathan, M.K. Building Materials & 

Construction 

do . 
Applied Mechanics 

do . 
Mensuration 

do. 
8894 George, O. 

Earthwork & 
Roadmaking 

do. do . 

Applied Mechanics do . do . 
8897 George, M.A. Earthwork & 

Roadmaking 

do . do. 
Mensuration 

do . do . 
8898.George, K. I. 

Earthwork & 
Roadmaking 

do . do . 

Surveying & Levelling do. do . 
8899 Gopalakrishna Building Materials & 
Kurup, T. R. Construction 

do. do . 
Building Drawing & 
Estimating 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Earthwork & 

Roadmaking Higher do . 
Applied Mechanics Lower do . 
Practical Plane & 
Soild Geometry 

do . First 
8909 Ipe, P. T. 

Building Materials & 
Construction 

do . Second 
Earthwork & 
Roadmaking 

do. 

do. 
Mensuration 

do. do . 
6916 John, M. M. Earthwork & 

Raoadmaking Higher First 

Surveying & Levelling Second 
8921 John , P. D. 

Building Materials & 

Construction Lower do. 
Earthwork & 
Roadmaking 

do . do . 
8922 John, C. 

Electric Light & 
Power 

Higher do . 
8928 Jacob , K. C. 

Electric Light & 
Power 

Lower do . 
Heat Engines 

do . do . 
Machine Drawing 

do . do. 


do . 
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do . 


8930 Joseph , K. M. Earthwork & 

Roadmaking 

Lower Second 
8933 Jose Jacob 

Mensuration 

do . do . 
8936 James, C. Y. 

Earthwork & 
Roadmaking 

do . do . 
8938 Jacob , V.J. 

Earthwork & 
Roadmaking 

do . do . 
8941 John , V.I. 

Building Materials & 
Construction 

do . do . 
Surveying & Levelling do . 

do . 
8944 Kumaran , V.M. Building Materials & 

Construction Higher do. 
Earthwork & 
Roadmaking 

do . do . 
8952 Koshy , P. V. Hydraulics & 
Irrigation 

do . 
Earthwork & 
Roadmaking 

do . do . 
8955 Krishna Pillai, M.K. Electric Light & 

Power 

do . do . 
8958 Kumaran , V. R. Building Drawing & 

Estimating 

Lower do . 

Surveying & Levelling Higher do . 
8959 Krishnan Nair , G. Building Drawing & 

Estimating 

Lower do . 
Hydraulics & 
Irrigation 

Higher do . 
Earthwork & 
Roadmaking 

do . do. 
Practical Plane & 
Soild Geometry 

Lower First 
8969 Krishnankutty Electric Light & 
Nair, V. P. Power 

do . do . 
8970 Koshy, N. J. 

Mensuration 

Lower Second 
Heat Engines 

do. do . 
Electric Light & 
Power 

do . do . 
8972 Kurian , M.P. Hydraulics & 

Irrigation 

do. do . 

Surveying & Levelling do . do . 
8973 Kurian, K. E. Surveying & Levelling do. do. 

Mensuration 

do. do . 
8974 Krishnan Nair , N. Hydraulics & 

Irrigation 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Surveying & Levelling do. do, 
Mensuration 

do . do , 
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do . 


8975 Kurian , C.M. Building Materials & 

Construction 

Lower Second 
Hydraulics & 
Irrigation 

do . 
Hydraulics & Sanitary 
Engineering 

do. do . 
Mensuration 

do . 

First 
9978 Karunakaran , K. C. Surveying & Levelling do . Second 

Mensuration 

do . do.. 
8984 Kuruvilla , P. M. Surveying & Levelling do. do . 
9993 Mathew , E. K. Earthwork & 

Roadmaking Higher do . 
Mensuration 

do . do . 
9006 Mathai, M.V. Earthwork & 

Roadmaking 

do . 

do. 
9010 Mathew , K. Surveying & Levelling Lower 
do . 
9015 Mathew , P. G. Earthwork & 

Roadmaking 

Higher 

do . 
9018 Mathew , K. V. Heat Engines 

Lower do . 
Electric Light & 
Power 

do . 

do . 
9019 Mathew , A. V. Electric Light & 

Power 

do . do . 
9020 Mathews, P.M. Heat Engines 

do . do. 
Electric Light & 
Power 

do. do . 
9022 Mathew , N. P. Electric Light & 

Power 

do . 

do . 
9024 Mathukutty , K. A. Hydraulics & 

Irrigation 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . 
Earthwork & 
Roadmaking 

do . do . 
Surveying & Levelling do. do . 
Mensuration 

do . 
9025 Mammen , M. A. Hydraulics & 

Írrigation 

do . 

do . 
Surveying & Levelling do . do . 
9028 Narayanan, K. Earthwork & 

Roadmaking 

Higher First 
9035 Narayana Pillai, V.K. Electric Light & 

Power 

do . 

Second 
9041 Narendranadhan Electric Light & 
Pillai M. P. 

Power 

Lower do , 


do . 


do . 
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do . 


do. 


9043 Narendran Nair, K. Building Materials & 

Construction 

Lower 

Second 
Hydraulics & 
Irrigation 

do . do. 
Hydraulics & Sanitary 
Engineering 

do . do . 
Earthwork & 

Roadmaking Higher 
Applied Mechanics Lower First 

Mensuration Higher 
9052 Philipose K. Philip Hydraulics & 

Irrigation 

do . Second 
9058 Prabhakaran Nair , K. Earthwork & 

Roadmaking Lower do . 
9061 Padmanabhan Nair , Earthwork & 
M.K. 

Roadmaking Higher do . 
9067 Philipose, V. Eletric Light & 

Power 

do. Second 
9068 Pushpangathan , T. K. Earthwork & 

Roadmaking 

do . First 
9069 Padmanabhan Nair , Hydraulics & 
P.S. 

Irrigation 

Lower Second 

Surveying & Levelling do . do . 
9072 Pappachan , K. Earthwork & 

Roadmaking Higher do . 
9073 Philip , K. P. Heat Engines Lower do , 

Electric Light & 
Power 

do . do . 
9076 Philip , T. K. Hydraulics & Sanitary 

Engineering 

do. do , 
Mensuration 

do . do . 
9078 Prabhakaran Nair , V. Earthwork & 

Roadmaking 

do , do , 
9081 Parameswaran Building Materials & 
Pillai, K , G. Construction 

do . do , 
Earthwork & 
Roadmaking 

do . do . 
Surveying & Levelling 

do . do . 
Mensuration 

do . 
9084 Rajesekharan Pillai, G. Heat Engines 

do . Second 
Electric Light & 
Power 

do . do . 
9089 Radhakrishna Earthwork & 
Menon , P. 

Roadmaking Higher do . 
9095 Ravindranathan Surveying & Levelling do . do . 

Nair, V.S. 


First 
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9105 Rajappan Pillai, A.K. Electric Light & 

Power 

Higher First 

Second 
9112 Rajasekharan Nair ,P.G . Surveying & Levelling Lower 
9113 Ramachandran Pillai,K. do . 

do . do . 
9116 Rajasekharan Nair, Applied Mechanics 

do . do . 
P. K. Mensuration 

do . do. 
Heat Engines 

do . do . 
9117 Rajan , M.D. Electric Light & 

Power 

do . 
9119 Ravindra Kurup , G. do . 

do . 

do . 
9120 Raman Pillai, M. N. Hydraulics & Sanitary 

Engineering 

do . do . 
Surveying & Levelling do . 

do . 
9122 Ravindran Nair , K.P. Electric Light & 

Power 

do . do . 
9130 Rajan , V. S. 

Earthwork & 
Roadmaking 

do . do . 
Mensuration 

do . First 
9131 Reghunatha Surveying & Levelling do . Second 
Ganakan, K. M. Mensuration 

do. First 
9132 Rajappan , D. Building Materials & 

Construction 

do . Second 
Hydraulics & Sanitary 
Engineering 

do. do . 
Surveying & Levelling do . 

do . 
Mensuration 

do . do . 
9133 Ravindran Nair, V. Earthwork & 

Roadmaking 

do . do . 
Mensuration 

do . do . 
9140 Sukumaran , V.S. Earthwork & 

Roadmaking 

Higher 
do . 
9144 Sivaraman Nair, M.P. do . 

do . do . 
9147 Sainudeen, M. Electric Light & 

Power 

do . 
9158 Sradhanandan Pillai, K , Earthwork & 

Roadmaking 

do . 

do. 
9162 Somasekharan Pillai,K. Electric Light & 

Power 

do . do . 
9163 Soman , K. 

do . 

do . do . 
9168 Sivarama Pillai, P. Surveying & Levelling Higher Second 
9171 Sreedharan Achari, O. Heat Engines Lower do . 
9174 Sreedhara Panicker, Applied Mechanics do . do . 
M.K. Mensuration 

do . 
Heat Engines 

do . 
Electric Light & 
Power 

do . do. 
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do . 


do . 
do . 
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do . 


9175 Sadanandan , P. K. Applied Mechanics 

Lower Second 
Mensuration 

do . do . 
Electric Light & 
Power 6 

do . do . 
9176 Sivaraman Nair , K.N. Electric Light & Power do . do . 
9177 Soman , K. 

Heat Engines 

do . do . 
9180 Sivan Achary, M. G. Electric Light & 

Power 

do . 

do . 
9181 Sebastian Joseph Surveying & Levelling do . 

do . 
9187 Sivan Pillai, S. Building Drawing & 

Estimating 

do. do . 

Surveying & Levelling Higher do . 
9188 Soinan , P.S. Building Materials & 

Construction 

Lower 

do . 
Building Drawing & 
Estimating 

do . do . 
Earthwork & 
Roadmaking 

do . do . 
Surveying & Levelling do . do . 
Mensuration 

do . do. 
Practical Plane & 

Solid Geometry do. 
9191 Soinasundaran Building Materials & 
Unni, G. Construction 

do . First 
Building Drawing & 
Estimating 

do. Second 
Surveying & Levelling Higher do . 
Mensuration 

Lower 

First 
9192 Sukumaran Nair , P.K. Building Materials & 

Construction 

do . Second 
Hydraulics & Sanitary 
Engineering 

do . do. 
Earthwork & 
Roadmaking 

do . do. 
Surveying & Levelling do. do . 
Mensuration 

do . do . 
9196 Thankappan Nair ,P.K . Hydraulics & 

Irrigation 

do . do . 
Earthwork & 
Roadmaking 

Higher First 
9199 Thankappan , V. Larthwork & 

Roadmaking 

do . Second 
9204 Thankappan Nair, A.R. 1.lectric Light & 

Power 

do . do . 
9205 Thomas, K. T. Earthwork & 

Roadmaking 

do . First 
9224 Thomas , C. T. 

do . 

do . Second 
9228 Thomas, K. V. Surveying & Levelling Lower do . 

Mensuration 

do . First 
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do. 


1 


9229 Thulaseedasan Nair , Earthwork & 
P. V. 

Roadmaking Lower Second 
Surveying & Levelling do . 

do . 
Applied Mechanics do . 
Mensuration 

do . 
9230 Thampi, M.M. Building Materials & 

Construction 

do . do . 
Earthwork & 
Roadmaking 

do . do. 

Surveying & Levelling do. do . 
9236 Thankappan Nair , Applied Mechanics do . do . 
M. K. Mensuration 

do . do . 
Heat Engines 

do . First 
Electric Light & 
Power 

do . do . 
9238 Thomas, P. M. Electric Light & 

Power 

do . do . 
9241 Thomas, K. V. Building Materials & 

Construction 

do . Second 
Hydraulics & Sanitary 
Engineering 

do . do . 
Earthwork & 

Roadmaking 
Surveying & Levelling 
Applied Mechanics 
Mensuration 

do . 
9242 Thomas, P. C. Earthwork & 

Roadmaking 

do . Second 
Surveying & Levelling do . do. 
Applied Mechanics 

do . do . 
9243 Thomas, K. V. Earthwork & 

Roadmaking 

do . do . 
Surveying & Levelling do . 
Mensuration 

do . do . 
9244 Thommey , K.J. Mensuration 

First 
9246 Thomas, K. V. Surveying & Levelling do . Second 

Mensuration 

do . 

do . 
9250 Varghese, K. M. Earthwork & 

Roadmaking Higher do . 
9253 Varghese, P. P. Surveying & Levelling do . do . 
9258 Vijayan Unnithan , K. Earthwork & 

Roadmaking 

do . do . 
Mensuration 

do . do. 
9259 Vasudeva Kurup , Electric Light & 
M.N. Power 

do. do . 
9261 Velayudha Panicker , Surveying & Levelling do. do . 

P. K. 
9266 Varghese, M.O. 

do . 

do . do . 


do . 
do . 
do . 


do . 
do . 


do . 
First 


do . 


do . 
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9269 Varghese, M.P. 


9270 Viswanathan Nair 
9274 Varkey, V.T. 


9278 Varkey , K. I. 


9279 Varghese , 


9281 Varughese John 


9282 Varughese, V.C. 


Earthwork & 
Roadmaking Higher First 
do . 

do. Second 
Hydraulics & 
Irrigation 

Lower do . 
Surveying & Levelling do . do . 
Mensuration 

do . do . 
Building Materials & 
Construction 

do. do . 
Hydraulics & 
Irrigation 

Higher do . 
Applied Mechanics 

Lower First 
Mensuration 

do. Second 
Heat Engines 

do . do. 
Electric Light & 
Power 

do. First 
Applied Mechanics do . Second 
Mensuration 

do. do . 
Heat Engines 

do . do. 
Hydraulics & 
Irrigation 

do. do . 
Hydraulics & Sanitary 
Engineering 

do. do . 
Earthwork & 
Roadmaking 

do . do. 
Surveying & Levelling do . do . 
Mensuration 

do . 

First 
Electric Light & 
Power 

do . Second 
Earthwork & 
Roadmaking 

do . do . 
Surveying & Levelling do . do. 
Mensuration 

do . 
Electric Light & 
Power 

do . First 
Surveying & Levelling Higher Second 
Mensuration 

Lower 

do . 
Earthwork & 
Roadmaking 

do. do . 
Mensuration 

do . do . 
Hydraulics & 
Irrigation 

Higher do . 
Earthwork & 

Roadmaking do . do . 
Surveying & Levelling do . do . 
Earthwork & 

Roadmaking Higher do 
Earthwork & 
Roadmakin 

do. do . 


9283 Vijayamohanan 

Pillai, A. S. 
9286 Vasu Chary , P. 


do . 


9290 Varughese T. Philip 


9295 Varughese, K. G. 
9297 Xavier, K. C. 


9298 Yohannan , G. 


9302 Zachariah, V. G. 
9303 Annamma, P. V. 


9319 Mariamma, M. S. 


G 2251 J 
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9322 Rosamma Samuel 
9323 Saramma, C. C. 
9335 Thankamma Eapen 


9345 Abraham , P.T. 


9346 Abraham , K. T. 


9349 Abraham , T. M. 


First 


9352 Augusthy, K. P. 

9355 Abraham , T. P. 
. 9370 Chacko , M.J. 


Surveying & Levelling Higher Second 
Surveying & Levelling Lower do . 
Surveying & Levelling Higher do. 
Building Drawing & 
Estimating 

Lower do . 
Building Materials & 
Construction 

do . do . 
Earthwork & 

Roadmaking do . do . 
Surveying & Levelling do . do. 
Mensuration 

do . do . 
Earthwork & 

Roadmaking do . do . 
Building Materials & 
Construction 

do . do . 
Surveying & Levelling do . do . 
Applied Mechanics 

do . do . 
Mensuration 

do . do . 
Hydraulics & 
Irrigation 

Higher 

do . 
Earthwork & 
Roadmaking 

Lower 
Mensuration 

do . do . 
Earthwork & 
Roadmaking 

do . Second 
Surveying & Levelling Higher do . 
Earthwork & 

Roadmaking Lower do . 
Surveying & Levelling Higher do . 
Mensuration 

Lower First 
Earthwork & 
Roadmaking 

do . Second 
Applied Mechanics do. First 
Electric Light & 
Power 

Higher Second 
Building Materials & 

Construction Lower do . 
Earthwork & 
Roadmaking 

do . do . 
Surveying & Levelling do . do . 
Building Materials & 
Construction 

do . do . 
Earthwork & 
Roadmaking 

do . do . 
Surveying & Levelling do. do . 
Surveying & Levelling do. do . 
Mensuration 

do . 

First 
Building Materials & 
Construction 

do . 

Second 
Earthwork & 
Roadmaking 

do . do . 


9372 Chacko, N. P. 


9377 Chacko, E.T. 


9378 Divakaran 

Namboori, V. N. 


9384 Eappen , K. A. 


9385 Eapen Thomas 
9387 George Joseph 
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..do . 


9388 Gopinathan , K. Surveying & Levelling Lower Second 

Practical Plane & 
Solid Geometry 

..do. do . 
9392 Gopinathan Nair , R. P. Building Materials & 

Construction ... do . 

do . 
Earthwork & 
Roadmaking 

do . do . 
9393 George P. Cherian Surveying & Levelling do. do . 
9394 George, O. A. Surveying & Levelling do . do . 
9395 Gopidasan, P. K. Surveying & Levelling Higher do . 

Mensuration 

Lower First 
9397 Gopalan , K. Surveying & Levelling do . Second 
9402 Iype, M. K. Building Materials & 

Construction 

do . do. 
Practical Plane & 

Solid Geometry do . do . 
9410 Joseph , C. D. Building Materials & 

Construction 

do . 

do . 
Hydraulics & Irrigation do. " do . 
Earthwork & 
Roadmaking 

do. do . 

Surveying & Levelling do. do . 
9411 John Mathew Building Materials & 
Construction 

do . 
Building Drawing & 
Estimating 

do . do . 
Earthwork & 
Roadmaking 

do . do . 
Applied Mechanics do . do . 
Mensuration 

do . 
Practical Plane & 

Solid Geometry do . Second 
9414 John, T.J. 

Earthwork & 
Roadmaking 

do . do . 
9416 Joseph , 

Building Materials & 
Construction 

do.. do . 
Hydraulics & 
Irrigation 

do . do . 
Surveying & Levelling do . do . 
Applied Mechanics do. 

First 
Mensuration 

do . Second 
9420 Joseph , N. T. 

Building Materials & 
Construction 

do. do. 
Earthwork & 
Roadmaking 

do . do . 
9421 Joseph Alexander Surveying & Levelling Higher do . 
9423 John, P. V. 

Surveying & Levelling do . do . 
9426 Janardhanan Earthwork and 

Lower : do. 
Nair, C. v . 

Roadmaking 
9433 Kuttappan , M. Hydraulics & Irrigation do. do . 


First 
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do . 


9434 Korah Abraham . Building Materials & 

Construction Lower Second 
9436 Krishnan , P. K. Electric Light and 

Power 

do . do . 
9445 Kiuriakose , V. A. Earthwork and 

Roadmaking 

do. do . 
Mensuration 

do . do . 
9448 Kalidasan Nair P. N. Building Materials & 

Construction 

do . do . 
9453 Kurian, P. D. Building Materials & 

Construction 

do . do. 
Earthwork and 

Roadmaking Higher do . 
9467 Mathew , L. 

Building Materials & 

Construction Lower do. 
Surveying and 
Levelling 

do . 
Mensuration 

do . do . 
9475 Nandakumaran Electric Light and 
Nair, K. Power 

do . do . 
9483 Philip , C. J. 

Earthwork and 

Roadmaking Higher First 
Mensuration 

Lower do . 
9484 Philip , O. V. Building Materials & 

Construction 

do . 

Second 
Earthwork and 
Roadmaking 

do . do . 
9492 Reveendranathan Earthwork and 
Achary , M. P. Roadmaking do . do . 

Surveying ,and 
Levelling : 

do. do . 
Applied Mechanics do. do . 
Mensuration 3 do . do . 
Practical Plane & 
Solid Geometry 

do. First 
9493 Rajasekharan Nair , V. K.Building Materials 

and Construction do . Second 
Earthwork and 
Roadmaking 

do . do . 
Applied Mechanics 

do. do . 
Mensuration 

do . First 
Practical Plane & 

Solid Geometry do . Second 
9494 Raju Kurian, Electric Light and 

Power 

Higher do . 
9495 Rajasekharan Nair, Electric Light and 
E. V. Power 

Lower do. 
9501 Ramachandran Earthwork and 
Nair , K. N , Roadmaking 

Higher do. 
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9502 Ramachandran 

Surveying and 
Nair , K.G. Levelling 

Higher Second 
Mensuration 

Lower do . 
9505 Sasidharan Nair, V.G. Building Materials & 

Construction 

do . do . 
Earthwork & 
Roadmaking 

do . do . 
Mensuration 

do . do . 
9509 Sebastian , K.J. Electric Light & 

Power 

Higher do . 
9516 Satheesan Nair, K. Earthwork & 

Roadmaking Lowei do . 
9517 Sukumaran Nair, K.G. Hydraulics & 

Irrigation 

Higher 

do . 
Earthwork & 
Roadmaking 

da do . 
9523 Sahadevan , P. N. Surveying & Levelling do. do . " 
9531 Srecdharan Pillai, Electric Light & 
M.A. Power 

do . 

do . 
9532 Somasundaran Nair N. Earthwork & 

Roadmaking 

Lower 

do . 
9535 Sidhan , K.K. Surveying & Levelling do . do . 
9538 Sukumaran Nair P. K. Earthwork & 

Roadmaking Higher do . 
9549 Thomas, V.O. Surveying & Levelling do. do . 
9552 Thomas, K.J. Surveying & Levelling Lower do. 

Mensuration 

do . do . 
9560 Ulahannan , K. L. Earthwork & 

Roadmaking Higher do. 
9564 Viswambharan , V.N. Building Materials & 

Construction Lower do . 
Hydraulics & Irrigation do. do . 
Earthwork & 
Roadmaking 

do . do . 

Surveying & Levelling do . do . 
9565 Varughese, G. Surveying & Levelling do . 

do . 
Mensuration 

do . 
9566 Velayudhan Nair, K.G. Building Materials & 

Construction 

do . 

do . 
9570 Vertly , N. C. Surveying & Levelling do. do . 
9571 Varughese, P. J. Surveying & Levelling do . do. 
9581 Zachariah , P.T. 

do . 

Higher do . 
9585 Anandavally Amma, B. Earthwork & 

Roadmaking Lower do . 
9587 Chinnamma, P. K. Building Materials & 

Construction 

do . do . 
Earthwork & 
Roadmaking 

do. do. 


do . 
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9588 Mary, N.J. 

Building Materials & 

Construction įLower Second 
Earthwork & 
Roadmaking 

do. do . 
Mensuration 

do. do . 
9590 Sunathikutty Amma, Earthwork & 

K. Roadmaking 

do . do . 
Mensuration 

do . do . 
Practical Plane & 
Solid Geometry 

do . .do. 
9591 Santhamma, P. Earthwork & . 

Roadmaking 

do . do . 
9593A George, K. C. Hydraulics & 

Irrigation 

do . do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Mensuration Higher 

do . 
Practical Plane & 
Solid Geometry 

• Lower 

First 
9596 Abraham , V. E. Surveying & Levelling Higher Second 
9598 Abraham M.J. Hydraulics & 

Irrigation 

do . do . 
Earthwork & 
Roadmaking 

do . 
9599 Abraham , M. V. Surveying & Levelling do . do . 

Applied Mechanics Lower do . 
9603 Arjunan Achari, T.S. Earthwork & 

Roadmaking 

Higher do . 
9611 Balan , V. S. Building Materials & 
Construction . Higher 

do . 
Building Drawing & 
Estimating 

Lower do . 
Earthwork & 

Roadmaking Higher do . 
9613 Balakrishna Menon , K. Electric Light & 

Power 

do. do . 
9614 Balakrishna Pillai, E. Electric Light & 

Power 

do . 

do. 
9623 Chithambaran Achari Earthwork & 
V. Roadmaking 

do . 

do . 
9624 Devassy, P. O. Earthwork & 

Roadmaking 

do . do . 
9630 Enasy, K. V. 

Earthwork & 
Roadmaking 

do. do . 

Surveying & Levelling do . do . 
9631 Eapen , A. S. Earthwork & 

Roadmaking 

do . do . 

Surveying & Levelling Lower do . 
9635 George, E. C. Surveying & Levelling do . do . 
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les&gold 


9636 George , K. V. Building Drawing & 

Estimating 

Lower Second 
Surveying & Levelling do. do . 
Practical Plane & 

Solid Geometry do . do. 
9637 Gopalakrishnan , M.K. Building Drawing & 

Estimating 

do . do . 
9650 Govindan , T. 

Building Drawing & 
Estimating 

do . do . 

Surveying & Levelling Higher do . 
9668 Joseph , C. T. Surveying & Levelling Higher do . 
9672 Kesavan , M. S. Earthwork & 

Roadmaking 

do . do . 
9675. Karthikeyan , K. K. Electric Light & 

Power 

Lower do. 
9686 Karunakara 

Earthwork & 
Panicker P. R. Roadmaking 

Higher do . 
9690 Leopauld , K. P. Building Materials & 

Construction 

do. do . 
Building Drawing & 
Estimating 

Lower do . 
Earthwork & 
Roadmaking Higher 

do . 
Surveying & Levelling do. do . 
Applied Mechanics 

Lower do . 
9691 Mathew , O.P. Earthwork & 

Roadmaking Higher do . 
9693 Mrithunjayan , V. V. Surveying & Levelling do . First 
9704 Narayanan Kartha , V. Earthwork and 

Roadmaking 

do . Second 
9707 Pachan, K. 

Earthwork and 
Roadmaking 

do . do . 
9714 Purushothaman , Earthwork & 
M. V. Roadmaking 

do . do . 
Practical Plane & 
Solid Geometry 

Lower First 
9715 Purushan , V.N. Electric Light & 

Power 

Higher Second 
9718 Padmanabhan , P. P. Building Materials & 

Construction 

do . do . 
Building Drawing & 
Estimating 

Lower do . 
Earthwork & 

Roadmaking Higher do . 
9721 Raghuvaran, V. K. Surveying & Levelling Lower do . 
9728 Ramakrishnan , N. Surveying & Levelling do . do . 
9732 Rajappan Nair , G. Electric Light & 

Power 

do . do . 
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9734 Ramachandra Building Materials & 
Poduval, K. S. Construction Higher Second 

Building Drawing & 
Estimating 

Lower do . 
Hydraulics & 
Irrigation 

do . First 
Earthwork & 

Roadmaking Higher Second 
Surveying & Levelling do . do . 
Mensuration 

do . do . 
9744 Sivasankaran Nair, T. K. Mensuration 

Lower 

First 
9746 Sivasankəran , E. R. Building Materials & 

Construction Lower Second 

Surveying & Levelling Higher do . 
9748 Skariat , P. M. Building Materials & 

Construction Lower do . 
Surveying & Levelling do. 

do . 
Mensuration 

do . First 
Practical Plane & 
Solid Geometry 

do . Second 
9749 Sadanandan , K. K. Mensuration 

Higher do . 
9750 Thomas, M.L. Electric Light & 

Power 

do. do. 
9761 Unnikrishnan Building Drawing and 
Nair , M. Estimating 

Lower do . 
9762 Vijayan , P. K. Building Materials & 

Construction Lower do . 
Hydraulics and 
Irrigation 

Higher do . 
Surveying and 
Levelling 

do . do . 
9763 Vijayan , K. N. Electric Light and 

Power 

Lower do . 
9779 Varghese , P. O. Hydraulics and 

Irrigation 

Higher do . 
Earthwork and 
Roadmaking 

do . do . 
9786 Yohannan , V. A. Building Materials 

and Construction Lower do . 
9787 Ambika Devi, N. P. Building Drawing and 

Estimating 

Lower do . 
Hydraulics and 
Irrigation 

Higher do . 
Earthwork and 

Roadmaking do . do . 
9796 Marykuity , T. A. Mensuration 

Lower First 
Practical Plane & 
Solid Geometry do. 

Second 
Surveying & Levelling do . do . 
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9799 Radha Pisharasyar M. D. Building Drawing & 

Estimating 

Lower Second 
Earthwork and 

Roadmaking Higher do. 
Surveying and 
Levelling 

do . do . 
9805 Sosamma, P.J. Hydraulics and 

Irrigation 

Lower do . 
9820 Anantha Shenoi, N. N. Building Drawing 

and Estimating do . do . 
Surveying and 
Levelling 

Higher do . 
9823 Andrews, V.S. Building Materials & 

Construction Lower do . 
Building Drawings & 
Estimating 

Higher do . 
Earthwork and 
Roadmaking 

do. do . 
9824 Abraham , P. A. Building Drawing & 

Estimating 

Lower do. 
Earthwork and 
Roadmaking 

do . do . 
9826 Balan , P. S. 

Mensuration 

do. do . 
9828 Balan , A. K. 

Building Materials & 
Construction 

do. do . 
Building Drawing 

and Estimating do . do . 
Mensuration 

do . First 
9831 Babu, V. c . 

Building Materials & 

Construction Higher Second 
Surveying and 
Lrvelling 

do. do . 
9832 Baboo, T. V. 

Mensuration 

Lower do. 
9835 Babu Rajendra Mensuration 

do . do . 
Prasad, P. K .. 
9837 Balakrishnan , P. M. Earthwork and 

Roadmaking 

do. do. 
Surveying and 
Levelling 

do . do . 
Practical Plane & 
Solid Geometry 

do. do. 
9838 Basil George, T.J. Mensuration 

do. First 
Practical Plane & 
Solid Geometry 

do . Second 
Electric Light and 
Power 

do. do . 
9840 Balakrislınan , K. Surveying and 

Levelling 

do . do . 
9841 Babu Markose Building Materials, & 
Construction 

do . 
Mensuration 

do . do . 
G 2251/5 


do . 
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9842 Balakrishnan , N. C. Surveying & Levelling Lower Second 
. 9843 Bertia Jerry Paul Surveying & Levelling do . 

do . 
Lewis Mensuration 

do . do . 
9848 Charles, N. M. Building Materials & 

Construction 

do . do. 
9852 Daveed , T. K. Building Materials & 

Construction 

do. 

do . 
Earthwork & 
Roadmaking 

do . do . 

Surveying & Levelling do . do . 
9854 Dharmapalan , P. K. Surveying & Levelling Higher do . 
9856 Damodaran Nair , R. Building Drawing & 

Estimating 

do . do . 
Earthwork & 
Roadmaking 

do . 

do . 
9864 Esthappanu , G. P. Surveying & Levelling Lower 

do . 
9870 George Wilson , V. M. Building Drawing & 

Estimating 

do. do . 
Earthwork & 
Roadmaking Higher 

do 
Surveying & Levelling do. do. 
9871 Govindan , K. N. Building Drawing & 

Estimating 

Lower do. 
9874 George, K. Z. Building Drawing & 

Estimating 

do. 

do . 
Hydraulics & Sanitary 
Engineering 

do . do . 
Earthwork & 
Roadmaking 

do . 
Practical Plane & 

Solid Geometry do . do . 
9875 George, M. V. Earthwork & 

Roadmaking 

do . do . 
Practical Plane & 

Solid Geometry Higher do . 
9882 George, N.R. Building Drawing & 

Estimating 

do . do. 
Earthwork & 
Roadmaking 

do . do . 
9883 George, A. S. Building Materials & 

Construction Higher do. 
Building Drawing & 
Estimating 

Lower do . 
Hydraulics & 
Irrigation 

Higher do . 
Earthwork & 

Roadmaking Lower 
Surveying & Levelling Higher do . 


do . 


do . 
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do . 


do . 


9884 Gopalakrishna Earthwork & 

Menon , k . Roadmaking Lower Second 
9891 Gopalakrishnan, V. Building Materials & 

Construction Lower do . 
Earthwork & 
Roadmaking 

do . do . 

Surveying & Levelling do. do . 
9896 Gopalakrishnan, S. Building Materials & 
Construction 

do . 
Mensuration 

do . First 
9898 Hariharan Pillai , N. P Surveying & Levelling do. Second 
9899 Hari, P. K. 

Building Materials & 

Construction Higher do. 
Earthwork & 

Roadmaking do . do . 
9903 Jaya Prakasan , P.N. Building Drawing & 

Estimating 

Lower do . 
Earthwork & 
Roadmaking 

do . do . 
Mensuration 

Higher do . 
9905 Johny, V. V. Building Materials & 

Construction Lower 
Earthwork & 
Roadmaking 

do . do . 
9906 Jose, K. V. 

Building Materials & 
Construction 

Lower do . 
9911 John , M. M. Building Drawing & 

Estimating 

do . do . 
Earthwork & 

Roadmaking Higher do . 
9917 Joy , M.P. 

Building Materials & 

Construction Lower do . 
Surveying & Levelling do. do . 
Mensuration 

do . do . 
Practical Plane & 
Solid Geometry 

do . 

First 
9920 Joseph , P. A. Motor Mechanism & 

Driving 

Lower Second 
Auto Servicing and 

Maintenance do . do. 
9922 Joseph , K. S. Earthwork & 
Roadmaking Higher 

do. 

do . 
9923 Joseph , P.Markose Surveying & Levelling do . 
9931 Joseph Bernard Lobo Building Materials & 

Construction Lower do . 
Surveying & Levelling do . do . 


. 
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do . 


9932 Joseph , P. A. Building Materials & 

Construction Lower Second 
Mensuration 

do . First 
Earthwork & 
Roadmaking 

do . Second 
Surveying & Levelling do . 

do . 
9935 Kesavan , M. Motor Mechanism & 

Driving 

do . do . 
9939 Krishnankutty , P. Building Materials & 

Construction 

do. 
Mensuration , 

do . do . 
Earthwork 

and Roadmaking. do. do . 
Surveying & Levelling do. 

do . 
9944 Kuriakose, P. V. Surveying & Levelling Higher do . 
9951 Krishnankutty, T. I. Auto Servicing and 

Maintenance Lower do . 
9952 Krishnamoorthy, K. Building Materials & 
Construction Higher 

do . 
Mensuration 

Lower First 
Earthwork & 
Roadmaking 

do. Second 

Surveying & Levelling Higher do . 
9955 Lakshmanan , V.I. - Electric Light & 

Power 

Higher do . 
9956 Lakshmanan , P. S. Surveying & Levelling Lower do . 
9959 Mathai, K. K. Building Materials & do. do . 

Construction 
9960 Mathew , P. X. Surveying & 

Levelling 

do . do . 
9961 Mathew Paul 

Building Drawing & Higher do . 
Estimating 
Earthwork & 

Roadmaking do . do . 
9963 Martin , K.J. Surveying & Levelling do . do . 
9966 Mathew , K. S. Earthwork & 

Roadmaking 

do. do. 
9969 Mohanan , T. U. Building Materials & 

Construction 

Lower do . 
Earthwork & 
Roadmaking 

do . do . 
9971 Murary, K.K. Building Materials & 

Construction 

do. do . 
Hydraulics & 
Irrigation 

do. 
Earthwork & 
Roadmaking 

do . do . 
9975 Mathai, K.K. Surveying & Levelling Higher do . 


do. 
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do . 


9978 Muraleedharan , P. K. Practical Plane & 

Solid Geometry 

Lower Second 
Machine Drawing do . do . 
Electric Light & 
Power 

do . do . 
9980 Manual, A. C. Building Materials & 

Construction 

do . do . 

Surveying & Levelling do. do . 
9990 Narayanan , K.M. Building Materials & 

Construction 

Higher 

do. 
Earthwork & 
Roadmaking 

do . do . 
9991 Nandanan , U. T. Building Drawing & 

Estimating 

Lower do . 
Mensuration 

do . 
Earthwork & 
Roadmaking 

do . do . 

Surveying & Levelling do. do . 
9998 Paul, T. V. 

Mensuration 

do . do . 
Surveying & Levelling do . 

do . 
10003 Poulose , N. P. Earthwork & 

Roadmaking 

do . do . 
10006 Prakasan , T. R. Building Materials & 

Construction 

do . do . 
10009 Philip Thomas Hydraulics & 

Írrigation ) Higher do . 
Earthwork & 

Roadmaking Lower do . 
10013 Prabhakaran Nair, Building Materials & 
T.M. Construction 

do . do . 
10018 Rajappan , C. K. Building Materials & 
Construction 

do . 
Mensuration 

do . First 
Surveying & Levelling do . Second 
Earthwork & 
Roadmaking 

do . do. 
10022 Ravi Varma 

Mensuration 

do . do . 
Thampuran 
10023 Ravi Padman , P. K. Building Materials & 

Construction 

do . do . 
Hydraulics & 
Irrigation 

do . do . 
Mensuration 

do . do . 
Earthwork & 
Roadmaking 

do . 

do. 
Surveying & Levelling do . 

do . 
10027 Ramachandran Practical Plane & 

do . 
Solid Geometry 

do , 
Nair , R. 


do . 
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10028 Ramesan , K. G. Applied Mechanics Lower Second 

Practical Plane & 
y Solid Geometry 

do . do . 
Machine Drawing 

do . do . 

Electric Light & Power do . do . 
10029 - Rajan , V. T. Practical Plane & 

Solid Geometry 

do . First 
10032 Raghavan Nair , K. Mensuration 

do . 

Second 
10035 Radhakrishnan , A.R. Applied Mechanics do . do . 

Practical Plane & 

Solid Geometry do . First 

Electric Light & Power do . Second 
10040 Ravindranathan ,E.V.Motor Mechanism & 

Driving 

do . do . 
Auto Servicing; & ) 
Maintenance 

do . do . 
10045 Rajan, P. K. Building Drawing & 

Estimating 

do . do. 
Earthwork & 

Roadmaking Higher do . 
10047 Ravindran , P. Hydraulics & 

Írrigation 

Lower do . 

Surveying & Levelling do. do . 
10050 Rajan , P. N. Surveying & Levelling Higher 

do . 
10054 Sreenivasan , K , Building Materials & 

Construction 

do . do . 
Practical Plane & 
Solid Geometry 

do . do . 
Earthwork & 
Roadmaking 

do . 

do . 
10059 Sukumaran , A. S. Building Materials & 

Construction 

Lower 

do . 
Mensuration 

do . do . 
Earthwork & 
Roadmaking 

do . do . 

Surveying & Levelling do . do . 
10060 Sreekara Shenoi, N :P . Building Materials & 

Construction Higher do. 
Hydraulics & 
Irrigation 

do . do. 
Earthwork & 

Roadmaking Lower do . 

Surveying & Levelling Higher do . 
10065 Sankaran Nair, K.N.Surveying & Levelling do . do . 
10069 Sivasankaran Nair ,G . Hydraulics & 

Irrigation 

Lower do. 
Practical Plane & 
Solid Geometry 

do . do . 
Earthwork & 
Roadmaking 

do . do . 
Surveying & Levelling do . First 
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10071 Simon , P.J. Surveying & Levelling vi 
er Second 
10072 Santhan , K. S. Building Materials & 

Construction 

do . do. 
Earthwork & 
Roadmaking 

do . do . 
10077 Sreedharankutty, K. Surveying & Levelling Lower do . 
10078 Subramanian , V. 

do . 

Higher First 
10082 Sreedharan, M. R. Hydraulics & 

Irrigation 

Lower Second 
Hydraulics & 

Sanitary 
Engineering 

do. 

do . 
Applied Mechanics 

do . do . 
10085 Thankappan , P. Practical Plane & 
Solid Geometry 

do . 
Electric Light & 
Power 

do . do . 
10086 Thampi, V. D. Building Materials & 

Construction 

do . do . 
Building Drawing & 
Estimating 

do . do . 
Hydraulics & 
Irrigation 

Higher First 
Mensuration 

Lower First 
Earthwork & 
Roadmaking 

do . do. 
Surveying & 
Levelling 

Higher Second 
10089 Thilakan, M. K. Mensuration 

Lower Frist 
10091. Unnikrishnan , K. R. Buildirig Meterials & 

Construction 

do . Second 
Earthwork & 
Roadmaking 

do . do . 
Surveying & 
Levelling 

do . do . 
10098 Unnikrishnan , K. R. Building Materials & 

Construction 

do . do . 
Surveying & 
Levelling 

do . do . 
10098 Vasudevan Pillai N. Building Drawing & 

Estimating 

do . do . 
Mensuration 

do. do . 
Surveying & 
Levelling 

Higher do . 
10100 Vijayan , C. 

Motor Mechanism 
& Driving 

do. 
Auto Servicing & 
Maintenance 

do . do. 
10105 Varkey, P. E. Earthwork & 

Roadmaking 

do . 


Lower 


do . 
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10106 Varghese, P. C. Practical Plane & 

Solid Geometry Lower Second 

Surveying & Levelling Higher do . 
. 10110 Vasu , P. K. 

Earthwork & 

Roadmaking Lower do . 
10117 Vincent Durham Hydraulics & 

Irrigation 

Higher First 
Earthwork & 
Roadmaking 

do . Second 
10123 Dakshayani, P. P. Mensuration 

Lower do . 
10124 Daisy Grace Karodt Surveying & Levelling Higher do . 
10127 Kunjamma, K. M. Building Materials & 

Construction Lower do . 
10129 Kunjamma, K. P. Hydraulics & 

Irrigation 

Higher First 
Earthwork & 
Roadmaking 

do . Second 
10131 Mary, I. J. 

Surveying & Levelling Higher do. 
10135 Rosamma, M. C. Building Materials & 

Construction 

Lower do . 
Earthwork & 
Roadmaking 

do . do . 

Surveying & Levelling do . do . 
10137 Savithri, A. M. Surveying & Levelling Higher do. 
10138 Teresa Fernandez Hydraulics & 

Irrigation . 

Lower Second 
Hydraulics & 

Sanitary Engneering do. do . 
Applied Machanics do . do . 
Mensuration . 

do . 

First 
Earthwork & Road 
making 

do . Second 
10147 Anandan, V. V. Building Materials & 

Construction . 

do . do. 
Earthwork & 
Roadmaking 

do . do. 
10154 Atchuthan , V. U. Applied Machanics Higher do . 
10157 Antony, T. J. Surveying & 

Levelling 

Lower do . 
10159 Antony, P. V. Building Drawing & 

Estimating 

do . do . 
Hydraulics & 
Irrigation 

do . do . 
Applied Machanics do . do . 
Mensuration 

Higher do . 
Practical Plane & 
Solid Geometry 

Lower do . 
10161 Antony, K. P. Earthwork & 

Roadmaking Higher do . 
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10162 Ayyappan , C. K. Hydraulics & Irrigation Lower Second 

Mensuration . 

do . do . 
Earthwork & 

Roadmaking. do . do . 
10165 Balan , V. K. Surveying & Levelling Higher do . 
10169 Bhanuvikraman , C. Surveying & Levelling Lower do . 
10170 Balakrishnan Nair, N. P.Earthwork & 
Roadmaking Higher 

do . 
10172 Bhaskaran, P. A. 

do . 

do . do . 
10177 Balakrishnan , V. Surveying & Levelling Lower do . 
10178 Balakrishnan , K. Building Drawing & 

Estimating 

do . do. 
Applied Mechanics do . do. 
Mensuration 

do . 
Practical Plane & 

Solid Geometry do . Second 
Earthwork & 
Roadmaking 

do . do. 

Surveying & Levelling do . do. 
10180 Bhaskaran , T. C. Hydraulics & 

Irrigation 

Higher do. 

Surveying & Levelling Lower do . 
10185 Chithrabhanu, K. C. K. Applied Mechanics Higher do . 

Earthwork & 
Roadmaking 

do . do. 
10187 Chandrasekharan , P. Earthwork & 

Roadmaking 

do . do. 
10188 Chakkrapani Applied Mechanics 

Higher 

do . 
Pisharodi, P. R. Electric Light & 

Power . 

Lower do . 
10194 Divakaran , K. N. Mensuration 

Lower First 
Earthwork & 
Roadmaking 

do . Second 
10196 Damodaran, M. Building Materials & 

Construction 

do. do. 
Applied Mechanics 

do . 

do . 
Mensuration 

do . do. 
Practical Plane & 
Solid Geometry 

do. do . 

Surveying & Levelling do . do . 
10197 Daniel, M. V. Earthwork & 

Roadmaking 

do . do . 
10207 Francis , K. A. Building Drawing & 

Estimating 

do . do. 
Earthwork & 

Roadmaking Higher do . 
10212 Francis, K. D. Hydraulics & 

Irrigation 

do . do . 
G. 2251 J 
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10218 Gopalakrishnan 

Unni, A. K. 


10219 Govindankutty, T. 


10222 Gopalan , P. M. 


10223 George, C. M. 


Hydraulics & 
Sanitary 

Engneering Lower Second 
Earthwork & 
Roadmaking 

do . do . 
Surveying & Levelling Higher do . 
Mensuration 

Lower do . 
Building Materials & 
Construction 

do . 

do . 
Building Drawing & 
Estimating 

do . do . 
Hydraulics & 
Irrigation 

do . do. 
Applied Mechanics do. do . 
Mensuration 

do . 

First 
Practical Plane & 
Solid Geometry 

do . Second 
Earthwork & 
Roadmaking 

do . do . 
Building Meterials & 

Construction Higher do . 
Applied Mechanics Lower do. 
Earthwork & 
Roadmaking 

do . do. 
Surveying & Levelling Higher First 
Hydraulics & 
Irrigation 

Higher Second 
Hydraulics & 

Stationary 

Engineering Lower do . 
Applicd Mechanics do . First 
Mensuration 

Higher Second 
Hydraulics & 
Irrigation 

Lower do . 
Applied Mechanics do. do . 
Earthwork & 
Roadmaking Higher 

do . 
Surveying & Levelling do . do . 
Building Meterials & 

Construction Higher do . 
Earthwork & 
Roadmaking 

do . do. 
Hydraulics & 
Irrigation 

Higher First 
Applied Mechanics 

Lower 

Second 
Pracrical Plane & 
Solid Geometry 

do . do . 
Earthwork & 

Roadmaking Higher do . 
Surveying & Levelling do . do . 


10225 George, T. C. 


10227 Gangadharan , O. 


10231 George, M. T. 
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10233 George, C. L. 


10239 George, V. A. 
10245 Gangadharan , A. 


10246 Govindan , K. G. 


10255 Jose, K. V. 


Higher do. 


10260 Jose , C. P. 


Hydrulics & 
Irrigation 

Higher First 
Earthwork & 
Roadmaking 

do . Second 
Surveying & Levelling do . do . 
Surveying & Levelling Higher do . 

Applied Mechanics Lower do . 
Electric Light & 
Power 

do . do . 
Building Materials & 
Construction 

do . 

do . 
Hydraulics & 
Irrigation 

do . do. 
Mensuration 

do . do. 
Surveying & Levelling do. do . 
Earthwork & 

Roadmaking 
Surveying & Levelling do . do . 
Building Materials & 
Construction 

do . do . 
Building Drawing & 
Estimating 

do . do . 
Hydraulics & 
Irrigation 

do . do . 
Earthwork & 
Roadmaking 

Lower do . 
Applied Mechanics do. do . 
Electric Light & 
Power 

do . do . 
Building Meterials & 
Construction 

do. do . 
Hydraulics & 
Irrigation 

do . do . 
Hydraulics & 

Sanitary 
Engineering 

do . do. 
Surveying & Levelling do . do . 
Surveying & Levelling do . do . 
Building Materials & Lower Second 
Construction 
Mensuration 

do . First 
Earthwork & 
Roadmaking 

do . Second 
Surveying & Levelling do. do . 
Surveying & Levelling 

do . do . 
Hydraulics & 
Irrigation 

Higher do . 
Mensuration 

Lower First 
Earthwork & 

Roadmaking Higher do . 


10264 Joseph , K. I. 


10271 John, C. T. 


10273 Jose, A. Varghese . 
10277 Johny, K. A. 


10279 John , P. M. 
10282 Kochukunjan , P. P. 
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10286 Krishnankutty, M. K. Electric Light & 

Power 

Higher Second 
10290 Krishnan , C. Building Materials & 

Construction Lower do . 
Building Drawing & 
Estimating 

do . do . 
Hydraulics & 
Irrigation 

do . 

do . 
Applied Mechanics do . First 
Mensuration 

do . do . 
Practical Plane & 
Solid Geometry 

do. do . 
Surveying & Levelling do . do . 
Earthwork & 
Roadmaking 

do . Second 
10294 Krishna Warriar, N. V. Earthwork & 

Roadmaking 

Higher do. 
10299 Kolankarakodikunnath Practical Plane & 
Sankaranarayanan 

Solid Geometry Lower First 
Surveying & 

Higher Second 

Levelling 
10300 Krishnan, K. Hydraulics & 

Lower do. 
Irrigation 
Applied Mechanics do . Ficst 
Mensuration 

do . Second 
Practical Plane & 

Solid Geometry do . do . 

Surveying & Levelling do. do . 
10305 Krishnan , E. K. Earthwork & 

Higher 

do . 
Roadmaking 
10315 Lonappan , K. K. Building Drawing & 

Estimating 

Lower do . 
Earthwork & 

Roadmaking Higher do. 
10316 Lawrence, A. V. Building Materials & 

Construction 

Lower do . 
10321 Maniyan , V. K. Earthwork & 

Roadmaking Higher do. 
10324 Madhusudanan Nair , Buiding Materials & 
A. N. Construction 

do. do. 
Hydraulics & 
Irrigation 

do . do . 
Applied Mechanics Lower do . 
Earthwork & 
Roadmaking 

Higher First 

Surveying & Levelling do . Second 
90337 Narayanan , M. S. Earthwork & 

Roadmaking Lower. do . 


101 


Reg . Name of 

Subject Grade Class 
No. 

Candidate 
10339 Narayanan , P. Earthwork & 

Roadmaking Lower Second 
10341 Narayanankutty Building Materials & 
Menon , K. Construction 

Higher do . 
Building Drawing & 
Estimating 

Lower do . 
Applied Mechanics 

Higher do. 
Earthwork & 
Roadmaking 

do . do . 
10342 Narayanan , C.M. Hydraulics & 

Irrigation 

do. do . 
Applied Mechanics 

Lower do. 
Earthwork & 

Roadmaking Higher do . 

Surveying & Levelling do . do . 
10344 Narayanan Kaimal, K. Earthwork & Lower do. 

Roadmaking 
10346 Narayanan 

Building Materials & do . do . 
Namboodiri, M. Construction 
Mensuration 

do . do . 
Earthwork & 
Roadmaking 

do . do . 
10350 Ommen Philip Earthwork & Higher do . 

Roadmaking 
10353 Pavithran , P. G. Building Materials & 

Construction 

do . do. 
10354 Paul Louis Mechery Surveying & Levelling Lower Second 
10357 Pappachan K. K. Surveying nad Levelling Higher do . 
10363 Padmanabhan C. K. Earthwork & 

Roadmaking 

do . do. 
10365 Porinchu, C. C. Building Materials & 

Construction 

do . do. 
Mensuration 

do . do . 
Practical Plane & 
Solid Geometry 

Lower First 
Earthwork and 
Roadmaking 

do. Second 
10368 Parameswaran , K. Building Materials & 

Construction Higher do . 
Mensuration 

Lower do . 
Earthwork and 

Roadmaking Higher do . 
10373. Rajan , M. K. Hydraulics and Sanitary 

Engineering Lower do . 
Surveying & Levelling do . 

do . 
10375 Radhakrishnan , V. G. Mensuration Lower 

do . 
Earthwork and 

Roadmaking Highet do . 
10385 Ravindran , C. S. Surveying and 

Levelling 

do . do. 
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10396 Ravindranathan , P. N. Hydraulics and 

Sanitary Engineering Lower Second 
10401 Raman , T. 

Surveying and 
Levelling 

do . do . 
10403 Ramanunny, T. N. Applied Mechanics do . do . 

Electric Light and 
Power 

do. do . 
10405 Ramachandran , A. Building Materials & 

Construction 

do. do . 
Applied Mechanics do . do . 
Mensuration 

do . First 
Practical Plane & 
Solid Geometry 

do . do . 

Surveying and Levelling do. Second 
10406 Radhakrishnan , R. B. Building Materials & do. do . 

Construction 

do . do . 
Building Drawing 
and Estimating 

do . do . 
Hydraulics and 
Irrigation 

do . do . 
Hydraulics and Sanitary 
Engineering 

do . do . 
Applied Mechanics do . First 
Practical Plane & 

Solid Geometry do . do . 
Earthwork and 
Roadmaking 

do . Second 
Surveying and 
Levelling 

Higher 

do , 
10407 Raphael K , J. Building Materials & 

Construction Lower do . 
Building Drawing and 
Estimating 

do. do . 
Hydraulics and 
Irrigation 

do . do . 
Mensuration 

do . First 
Practical Plane & 

Solid Geometry do . do . 
Earthwork and 
Roadmaking 

do . Second 
Surveying and 
Levelling 

do . do . 
10109 Raphael, K. L. Building Materials & 

Construction 

do. do . 
Mensuration 

do . First 

Surveying & Levelling do . Second 
10411 Sivasankaran, C. S. Applied Mechanics do. do 

Mensuration 

do . 
Surveying & Levelling do . do 


do 
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10413 Surendran, G. Earthwork & 

Roadmaking 

Higher First 
10415 Sreedharan , E. N. Hydraulics & Irrigation Lower Second 

Earthwork & 
Roadmaking 

Higher do 
10419 Sreedharan , K. Surveying & Levelling Lower do. 
10422 Sankaranarayanan , 

Larthwork & 

C.K. Roadmaking Higher do. 
10425 Sidharthan , A. A. Applied Mechanics do . do . 

Earthwork & 
Roadmaking 

do . First 
10426 Sreedharan , C. K. Building Materials & 

Construction Lower Second 
Building Drawing & 
Estimating 

do . du . 
Mensuration 

do . do . 
Earthwork & 
Roadmaking 

do . do . 

Surveying & Levelling do . do. 
10427 Sidharthan , V. S. Larthwork & 
Roadmaking Higher 

do . 
10428 Sivaraman , V. S. Building Materials & 
Construction Lower 

do . 
Hydraulics & Sanitary 
Engineering 

do . de . 
Earthwork & 
Roadmaking 

do . cio . 

Surveying & Levelling Higher do . 
10430 Sethumadhavan, K. Mensuration 

Lower do . 
Earthwork & 

do . do . 

Roadmaking 
10432 Sankaranarayanan , Building Materials & 

A.S. 

Construction Higher do. 
Hydraulics & 
Irrigation 

do . do . 
Practical Plane & 

do . do . 
So a Geometry do . do . 
Earthwork & 

Roadmaking Higher do . 
10433 Sekharan , T. D. Applicd Mechanics do . do . 

Earthwork & 
Roadmaking 

do . First 
10434 Somasundaran , V. M. Hydraulics & 

Irrigation 

Lower Second 
10444 Surendranathan, P.R. Applied Mechanics Higher do . 
10446 Samuel, P.J. Earthwork & 

Roadmaking 

do . do . 
10448 Sadasivan , V. S. Applied Mechanics Lower do . 

Heat Engines 

do. do . 
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10450 Sreedharan , A. P. Earthwork & 

Roadmaking 

Higher Second 
10454 Sankaran , K. Building Materials & 

Construction 

do . do . 
Hydraulics & 
Irrigation 

do . do . 
Hydraulics & Sanitary 
Engineering 

Lower 

do . 
Earthwork & 
Roadmaking 

Higher do . 
10455 Safa Bai, K.K. M. Surveying & Levelling Lower do . 
10456 Sreedharan, V. K. Building Materials & 

Construction 

do . do . 
Hydraulics and Sanitary 
Engineering 

do . do . 
Applied Mechanics do . First 
Mensuration 

do . do . 
Practical Plane & 

Solid Geometry do . do . 

Surveying & Levelling do . Second 
10461 Sankaranarayanan , Building Materials & 

M. S. Construction Lower do . 

Hydraulics & 
Irrigation 

Higher do . 
Mensuration 

Lower do. 
Earthwork & 

Roadmaking Higher do . 
10463 Sreenivasan, P. K. Earthwork & 

Roadmaking 

do . do. 
10464 Sidharthan , P. K. Earthwork & 

Roadmaking 

do . First 
10466 Thachappilly Applied Mechanics 

Lower 

Second 
Vijayan Mensuration 

do . First 

Surveying & Levelling do. Second 
10467 Tomy Joseph Surveying & Levelling Higher do . 
10469 Thomas, P. R. 

• do. do . 
10472 "Thomas, A. P. Electric Light & 

Power 

do . do . 
10475 Unnikrishnan , V. P. Building Materials & Higher do . 

Construction 
Building Drawing & 
Estimating 

Lower do . 
Hydraulics & Sanitary 
Engineering 

clo . do . 
Applied Mechanics do . do . 
Mensuration 

do . First 
Earthwork & 
Roadmaking 

do . Second 
Surveying & Levelling do . do . 


do . 
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10476 Unnikrishnan , M. A. Applied Mechanics Lower Second 

Heat Engines 

do . do . 
Electric Light & 
Power 

do . do . 
10479 Vijayan , K. Hydraulics & 

do . First 
Irrigation 

Surveying & Levelling do. Second 
10481 Vasudeva Menon B.K.Hydraulics & 

Irrigation Higher do . 
Earthwork & 
Roadmaking 

Lower First 
10483 Velayudhan, K. K. Building Drawing & 

Estimating 

Higher do . 
Earthwork & 
Roadmaking 

do. do. 
10484 Vijayan , P. 

Earthwork & 
Roadmaking Lower 

do . 
10488 Vijayanathan , K. I. Hydraulics & Higher First 

Irrigation 
Earthwork & 
Roadmaking 

do. do . 
Surveying & Levelling do. do . 
Applied Mechanics Lower do . 
Building Drawing & 
Estimating 

do. Second 
Mensuration 

Higher do . 
Building Materials & 
Construction Higher 

do. 
10490 Vijayan , A. Practical Plane & 

Solid Geometry Lower Second 

Surveying & Levelling Higher 
10492 Venugopalan , K.J. Surveying & Levelling Lower do . 
10494 Vasudevan , T. K. Building Materials & 

Construction 

do . 

do . 
10499 Vijayan, T. 

Building Materials & 
Construction 

do . do. 
Hydraulics & Sanitary 
Engineering 

do . 

do . 
Surveying & Levelling do . 

do . 
10502 Velayudhan , K. K. Mensuration 

do . do . 
10507 Varghese, C. C. Surveying & Leveling Higher do . 
10511 Achai, K. L. 

Earthwork & 

Rondmaking Lower do. 
10513 Alice K.J. Suveying & Levelling Higher do . 
10515 Anna, A. U. Earthwork & Road 

making 

Lower do, 

Surveying & Levelling Higher do , 
G. 2251 


do. 
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do . 
do . 


do . 


do . 


10518 Ameena Beebi, A. A. Building Drawing & 

Estimating 

Lower Second 
Earthwork & 

Roadmaking Higher 

Surveying & Levelling Lower 
10522 Baby, V. A. Applied Mechanics 

Lower 

First 
10528 Devaki, K. K. Earthwork & 

Roadmaking do. Second 
10529 Elsy, A. L. Surveying & Levelling Higher do . 
10530 Gracy , P. P. Building Drawing & 

Estimating 

Lower do.. 
Hydraulics & 

Irrigation Higher 

Surveying & Levelling do. do . 
10531 Gangamany, C. Building Drawing & 

Estimating 

Lower 
Hydraulics & 
Irrigation 

Higher First 
Surveying & Levelling do . Second 

Applied Mechanics do. do . 
10533 Komalavallay, P. Building Materials & 

Construction Lower do . 
Building Drawing & 
Estimating 

do . do . 
Surveying & Levelling do. do . 
Applied Mechanics 

do . do. 
Mensuration 

do . First 
10535 Lucia , C. P. Surveying & Levelling do. Second 
10537 Lakshmikutty , A. Earthwork & 

Roadmaking 

do. do . 
10538 Leela , P. G. Surveying & Levelling Higher 
10539 Mariam , N.L. Building Drawing & 

Estimating Lower do . 
Earthwork & 
Roadmaking 

do . do . 

Surveying & Levelling Higher do . 
10542 Mary , T. L. Building Materials & 

Construction Lower do . 
Hydraulics & 
Irrigation 

do . do. 
Surveying & Levelling do. 

do . 
Applied Mechanics do . do . 
10555 Padmavathy, A. K. Building Materials & 

Construction Higher do . 
Hydraulics & 
Irrigation 

do . do . 
Earthwork and 
Roadmaking 

do. do . 


do . 
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10556 Pathumma Beevi, 

K. K. 


10559 Rajalekshmy, M. 


do. 


. 


10560 Rosy , N. L. 


Building Materials & 

Construction Higher Second 
Building Drawing & 
Estimating 

Lower do . 
Hydraulics & 

Irrigation Higher do . 
Surveying & Levelling do . First 
Mensuration 

do . Second 
Practical Plane & 

Solid Geometry Lower First 
Building Drawing & 
Estimating 

Second 
Hydraulics & 
Irrigation 

do . 

do , 
Earthwork & 
Roadmaking 

do . do. 
Surveying & Levelling Higher do . 
Applied Mechanics 

Lower First 
Building Materials & 
Construction 

do . Second 
Building Drawing & 
Estimating 

do , do . 
Earthwork & 

do . 

do . 1 
Roadmaking 

do . do. 
Surveying & Levelling do . 

do . 
Applied Mechanics 

do . First 
Mensuration 

do . do . 
Surveying & Levelling do . Second 
Applied Mechanics do . do . 
Surveying & Levelling do . do. 
Surveying Levelling & Lower Second 
Earthwork & 

Roadmaking do . do. 
Surveying & Levelling do . do . 
Hydraulics & 
Irrigation 

do . do . 
Surveying & Levelling do. 

do . 
Machine Drawing do . do . 
Electric Light and 
Power 

do . do . ! 
Surveying & Levelling do. do . 
Building Materials & 
Construction 

do . do . 
Building Drawing & 
Estimating 

do . do . 
Earthwork & 
Roadmaking 

do . do. 
Surveying & Levelling do. do . 
Surveying & Levelling Higher do. 


10561 Radha, K. K. 


10572 Sulochana, T. K. 
10573 Sarada, A. U. 
10581 Thankamma, K. P. 
10583 Thankamany 

Antherjanam N. 
10587 Antoney, M. T. 


$$$$$$!!!!!!!!**$$$$$$$ 


10590 Arby, P. C. 


10592 Alikutty, K. M. 
10600 Balan , M.K. 


10603 Bhaskaran, P. 
10610 Chandran, V. K. 
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10613 Charles Edward M.J. Surveying & Levelling Higher Second 
10615 Cheeran , J. V. Machine Drawing ado. a do. 

Electric Light & Lower do. 

Power 
10620 Cherry Simon , P. Hydraulics & 

Irrigation 

Higher do . 
Earthwork & 

Roadmaking Lower) do . 

Surveying & Levelling Higher do. 
10621 Chitran Nambuthary Building Materials & 

M. C. 

Construction Lower do. 
Hydraulics & 
Irrigation 

Higher 

do . 
Earthwork & 
Roadmaking 

do . 

do . 
Surveying & Levelling Lower do . 
Applied Mechanics do . First 
Mensuration 

Higher Second 
Practical Plane & 
Solid Geometry 

Lower First 
10623 Devassy, M. A. Earthwork & 

Roadmaking 

Higher Second 
10627 George, C. M. Building Materials & 

Construction 

Lower 

do . 
Building Drawing & 
Estimating 

do . do . 
Earthwork & 
Roadmaking 

do . do . 

Surveying & Levelling do. do . 
10628 George, V. I. Earthwork & 

Roadmaking ? Higher do . 
10629 George, C. V. Building Materials & 

Construction Lower ] do. 
Building Drawing & 
Estimating 

do . do. 
Earthwork & 
Roadmaking 

do , do . 
Surveying & Levelling do . 
Mensuration 

Higher do . 
10630 George, C. K. Surveying & Levelling do . do . 
10635 George, C. A. Building Drawing & 

Estimating 

Lower do . 
Earthwork & 

Roadmaking Higher do . 
Surveying & Levelling Lower 
Mensuration 

do . do . 
10638 Gopalan , U. K. Surveying & Levelling do . 

do . 
1ů040 Gopalakrishnan , K. Surveying & Levelling do . do . 

Mensuration 

do . do . 
10644 Govindan , N. Electric Light & Power do . do . 


do . 


do . 
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do . 


do . 
do . 


do . 
do . 


+ 


10648 Habeebu , A. Mensuration 

Lower Second 
10649 Ittiara , P. T. Applied Mechanics do. do . 

Heat Engines 

do . do . 
Electric Light and 
Power 

do . do . 
10654 Iyyukutty, P. P. Electric Light and 

Power 

do . 
10655 Itti Mathew , P. C. Earthwork and 

Roadmaking 

do . 
10658 Jos, K. V. 

Machine Drawing 

do . 
Electric Light and 
Power 

do . do . 
10659 Job , C. M.) Applied Mechanics 

do . do . 
(Cheruvathur) Machine Drawing do . 
Heat Engines 

do . 
Electric Light and 
Power 

do . 

First 
10660 Job , C.M. ( Cheeran ) Surveying and 

Levelling 

Higher Second 
10667 Jose, P. C. 

Building Materials & Lower do . 

Construction 
Building Drawing and 
Estimating 

do . First 
Earthwork and 
Roadmaking 

do . Second 
Surveying and 

do 
Levelling 

do. First 
Mensuration 

Higher Second 
10668 Jose, V. C. Surveying and 

Levelling 

do . Second 
Mensuration 

Lower do . 
10670 Jose Sebastian Building Materials & 

Construction Lower do . 
Building Drawing 
and Estimating 

do . 

do . 
Hydraulics and 
Irrigation 

do. do . 
Surveying and 
Levelling 

do . First 
10675 John , A. I. 

Building Drawing 
and Estimating 

do. Second 
Hydraulics and 
Irrigation 

do . 
Surveying 
and Levelling 

do . do . 
Mensuration 

do . 

do . 
10680 Joseph , K. L. 

Applied Mechanics 

do . do . 
Machine Construction do. do . 
Machine Drawing do. do . 
Heat Engines 

Higher 

do . 


$2$$$$1$$$$$$$$$$ 


do . 
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Power 


do. 
do. 


do . 


do. 


do 


do 


10684 Kurian , P. A. Earthwork & 

Roadmaking Higher Second 
10685 Kuriyan , C. U. Machine Drawing Lower do . 

Electric Light & 

do. 
10689 Krishnan , M. Machine Drawing do. 

Heat Engines 

do . 

Electric Light & Power do . 
10693 Kunjimon , K. T. Surveying & Levelling do . 

Mensuration 

do . First 
10698 Kunjukunjan , P. C. Earthwork & 

Roadmaking 

do . Second 

Surveying & Levelling do . do . 
10699 Kochunny , C. P. Surveying & Levelling Higher do. 
10701 Lazar, K. U. Building Materials & 

Construction 

do . do . 
Earthwork & 
Roadmaking 

do . 
10705 Mathew , K. C. Building Drawing & 

Estimating 

Lower 
10706 Mathew , P. V. Hydraulics & 

Irrigation 

do . do. 
Mensuration 

do . do . 
10709 Mohan Das, E. Surveying & Levelling Lower Second 

Mensuration 

do . do. 
10712 Muraleedharan , Surveying & Levelling Higher First 

A. P. 
10713 Mukundan , K. A. Machine Drawing Lower Second 

Electric Light & 

do . do . 
Power 

do . do. 
10716 Madhavan, A. I. Earthwork & 

Roadmaking Higher do. 
10717 Narayanan , A. N. Building Materials & 

Construction Lower do . 
Building Drawing & 
Estimating 

do . do . 
Earthwork & 
Roadmaking do . 

do . 
Surveying & Levelling do . 

Applied Mechanics Higher do. 
10718 Narayanan , P. Earthwork & 

Roadmaking 

do . do . 

Surveying & Levelling do . 
10724 Prabhakaran , K. A. Mensuration 

Lower do . 
Machine Drawing 

do . do . 
Heat Engines 

do. 
Electric Light & 
Power 

do . 


. 


do . 


do . 


do . 


do. 
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- 


10729 Purushothaman , C. Building Materials & 

Construction Lower Second 
Earthwork & 
Roadmaking 

do. do. 
Surveying & Levelling do. do . 
Mensuration 

do . do . 
Practical Plane & 
Solid Geometry do . 

First 
10730 Purushothaman , P.A. Mensuration 

do . Second 
10736 Poulose, P. S. Applied Mechanics do. First 

Machine Construction do . Second 
Machine Drawing Higher First 
Heat Engines 

do . do. 
Electric Light & 
Power 

Lower do . 
10738 Pathmanabhan , P. Applied Mechanics 

do. do . 
Mensuration 

do . do. 
Practical Plane & 
Solid Geometry 

do . First 
Machine Drawing do . Second 
Heat Engines 

do . do . 
Electric Light & 
Power 

do . do . 
10739 Premachandran , T. K. Surveying & Levelling Higher do . 
10742 Uthuppooru, P. P. 

Earthwork & 

Roadmaking Lower do. 
10744 Rajan , M. U .. Machine Drawing Higher First 

Heat Engines 

Lower do . 
10746 Rajendran , P. Earthwork & 

Higher Second 

Roadmaking 
10748 Raman Nair, P. Building Drawing & 

Estimating Lower do . 
Earthwork & 

Roadmaking Higher do. 

Surveying & Levelling do. do . 
10749 Ramachandran , K. Surveying & Levelling Lower do . 

Mensuration 

do . do . 
10751 Ravindranathan , Applied Mechanics Higher do. 

K. C. Machine Drawing do . First 
Heat Engines 

Lower do . 
Electric Light & 
Power 

Higher Second 
10755 Simon, P. K. Applied Mechanics Lower Second 

Machine Construction do . First 
Machine Drawing Higher Second 
Heat Engines 

do. 
Electric Light & 
Power 

Lower do. 


do . 
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! 


do . 


10762 Sreedharan , T. M. Mensuration 

Lower Second 
Practical Plane & 
Solid Geometry 

do . do . 
Machine Construction do . do . 
Heat Engines 

do . do. 
Electric Light & 
Power 

do . do . 
10765 Shanmughan , N. V. Building Materials & 

Construction 

do . do . 
Building Drawing & 
Estimating 

do. 

do . 
Earthwork & 
Roadmaking 

do . do . 
10766 Sahadevan , C. Hydraulics & 

Irrigation 

Higher do. 
Earthwork & 
Roadmaking 

do . do . 
10767 Sankaran Nair, P. Earthwork & 
Roadmaking Lower 

do. 
Surveying & Levelling do . 
Mensuration 

do . do . 
Practical Plane & 

Solid Geometry do . First 
10769 Sankaranarayanan , Applied Mechanics do . Second 
M.C. Mensuration 

do . First 
Practical Plane & 
Solid Geometry 

do . Second 
Heat Engines 

do . do . 
Electric Light & 
Power 

do . do. 
10773 Shanmugham , C. G. Earthwork & 

Roadmaking 

do . do . 
Surveying & Levelling do . do . 
Practical Plane & 
Solid Geometry 

do . do . 
10774 Sangunni, T. K. Building Materials & 

Construction 

do . do . 
Building Drawing & 
Estimating! 

do . do . 
Earthwork & 

Roadmaking ! do . do . 
Applied Mechanics Higher do . 
Mensuration 

do .. do.. 
10775 Sanjayan , M. R. Machine Construction do . do . 

Electric Light & 
Power 

do . do. 
10778 Santha Guptan , V.P. Surveying & Levelling Lower do; 


*$***$$$$$$$£$$$$$$ $$$$$$$$$$441:14*$$$$$$$$$$ 
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10781 Thankappan , K. 


Lower 


10782 Tom , P. L. 


10790 Tharu, P. I. 


10795 Variath , N. C. 


10800 Vasu , K. U. 


Applied Mechanics Lower Second 
Mensuration 

do. First 
Mechine Construction do . Second 
Machine Drawing do. do . 
Heat Engines Higher do. 
Electric Light & 
Power 

do . 
Earthwork & 
Roadmaking 

do . do . 
Practical Plane & 
Solid Gcometry 

do . do. 
Building Materials & 
Construction 

do . do . 
Building Drawing & 
Estimating 

do . do. 
Hydraulics & 
Irrigation 

do . do . 
Earthwork & 

Roadmaking Higher do . 
Surveying & Levelling Lower First 
Building Materials & 

Construction Higher Second 
Earthwork & 
Roadmaking 

do . do . 
Mensuration 

Lower First 
Machine Drawing do . Second 
Surveying & Levelling do . do . 
Earthwork & 
Roadmaking 

Lower 

do . 
Surveying & Levelling Higher do . 
Building Drawing & 
Estimating 

Lower do . 
Surveying & Levelling do . do . 
Practical Plane & 

Solid Geometry Higher do . 
Building Materials & 

Construction Lower do . 
Earthwork & 
Roadmaking 

do . do . 
Surveying & Levelling do . First 
Building Materials & 
Construction 

do . Second 
Surveying & Levelling do . do. 
Earthwork & 
Roadmaking Higher 

do . 
Applied Mechanics do . do . 
Hydraulics & 
Irrigation 

Lower do . 
Earthwork & 

Roadmaking Higher do. 


10811 Vijayan , M.A. 
10818 Achama, M. C. 


10819 Baby, K. I. 


10823 Chandrika , M. 


10824 Cherichy, P. V. 


10825 Elachar, P. C. 


10826 Gouri , C. P. 


G 22517 ) 
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do . 


10827 Kochanna, P. C. Building Materials & 

Construction Lower Second 
Building Drawing & 
Estimating 

do . do . 
Earthwork & 
Roadmaking 

do. 

do . 
Surveying & Levelling do . First 
10829 Karuna, K. L. Building Materials & 

Construction 

do . Second 
Building Drawing & 
Estimating 

do . do . 
Earthwork & 
Roadmaking 

do . 

do . 
Surveying & Levelling do . 
Mensuration 

do . First 
10831 Loby, C. D. Earthwork & 

Roadmaking Higher Second 
10832 Mary , C. K. Building Materials & 
Construction . Lower 

do . 
Surveying & Levelling Higher do . 
10835 Rama Bai, M. K. Surveying & Levelling Lower do . 
10836 Syrandri, T. K. Surveying & Levelling do . do . 
10841 Thankamani, C. C. Earthwork & 
Roadmaking Higher 

do . 
10843 Balakrishnan Nair , Building Materials & 
K. R. Construction 

Lower do . 
10843A Simon , P. I. Surveying & Levelling do . do. 
10843B Velayudhan , K. Practical Plane & 

Solid Geometry do . First 
Machine Drawing do . Second 

Electric Light & Power do. do . 
10866 Gopalakrishnan , A. Building Materials & 

Construction 

do . do . 
Building Drawing & 
Estimating 

do . 
10873 Girija Vallabhan , P. Machine Construction 

do . 
Machine Drawing 

do . 
Heat Engines 

do . 
10877 Hariharan , V. S. - Machine Construction do . 

Machine Drawing do . 
Heat Engines 

do. First 

Electric Light & Power do. Second 
10883 Kunjhan , P. K. Surveying & Levelling do. do . 
10898 , Karunakaran , C.T. Hydraulics & Irrigation do. do. 

Hydraulics & Sanitary 
Engineering 

do . do 
Surveying & Levelling do . do . 
Mensuration 

do . First 
Practical Plane & 
Solid Geometry 

do . do . 


do . 
do . 
do . 
do . 
do . 
do . 
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do . 


10899 Krishnan Nair , C.H. Surveying & Levelling Lower Second 
10902 Krishnankutty, N. 

Building Materials & 
Construction 

do . 
Surveying & Levelling do . do . 
10905 Manicka Vasagom T. Building Materials & 

Construction 

do. do . 
Practical Plane & 

Solid Geometry do. do . 
10908 Mani, K. V. Electric Light & Power do. do . 
10911 Mudavath 

Building Materials & 
Govindankutty Construction 

do . do . 
Building Drawing & 
Estimating 

do . do . 
Surveying & Levelling do . do . 
Mensuration 

do . 

First 
10914 Narayanan , C. V. Building Materials & 

Construction 

do . Second 
Hydraulics & 
Irrigation 

do . do. 

Surveying & Levelling do . do . 
10919 Paulose , P. V. Building Materials & 

Construction Higher do . 
Earthwork & 
Roadmaking 

do . do . 
Practical Plane & 
Solid Geometry 

Lower First 
10942 Rajamani, G. P. Surveying & Levelling Higher Second 
10943 Sankarankutty , T. 

do . 
Surveying & Levelling Lower 
10945 Sreenivasan , K. L. Machine Drawing 

do . do . 
Heat Engines 

do . 

do . 
10953 Sachidanandan , P. Surveying & Levelling do . 

do . 
Practical Plane & 
Solid Geometry 

do . 

do . 
10955 Sethu Madhavan , Mensuration 

do . do . 
A. V. Machine Construction do. 

do . 
Machine Drawing do . First 
Heat Engines 

do . do . 
Electric Light & Power do . 

Second 
10956 Sundarankutty, P. Electric Light & Power do . do 
10957 Sreedharan , P. P. Electric Light & 

Power 

do . do . 
10959 Subramanian , A. K. Earthwork & 
Roadmaking Higher 

do . 
10982 Viswanathan Nair , Building Materials & 
V. K. 

do . 
Construction 

Lower 
Hydraulics & 

do. do . 
Irrigation 

do . 

do. 
Hydraulics & Sanitary 
Engineering 

do . do . 
Surveying & Levelling do . do . 


116 


Grade 


Reg . 
No. 


Name of 
Candidate 


Subject 


Class 


10990 Unnikrishnan , C. Surveying & Levelling Lower Sccond 
10992 Chandramathi, K. K. Surveying & Levelling do . do . 
11000 Thankam , K. K. Hydraulic & Sanitary 

Engineering 

do. do . 

Surveying & Levelling do . do . 
Y1002 Visalakshy , T. P. Surveying & Levelling do . 

do . 
11006 Antony, P. O. Building Drawing & 

Estimating 

do . do . 

Surveying & Levelling do . do . 
11009 Bhaskaran Nair, N.S. Building Drawing & 

Estimating 

do . do. 
Earthwork & 
Roadmaking 

do . do . 
11010 Balakrishnan , K. Surveying & Levelling do . do . 
11018 Easwaran , P. Building Materials & 

Construction Higher do . 
Hydraulics & 
Irrigation 

Lower First 
Hydraulics & Sanitary 
Engineering 

do . Second 
Earthwork & 
Roadmaking 

do . do . 
Mensuration 

do . do . 
11021 Gopalakrishna Building Materials & 
Variar, M. V. Construction 

do. do. 
Hydraulics & 
Irrigation 

do . First 
Hydraulics & Sanitary 
Engineering 

do. 

Second 
Surveying & Levelling Higher do . 
Mensuration 

Lower 
11028 Ipe, P. P. 

Earthwork & 

Higher Second 

Roadmaking 
11029 Ittiachen , V. V. Surveying & Levelling do . First 
11031 Kurijakku , T. D. Earthwork & 

do . Second 

Roadmaking 
11033 Kumaran, P. C. Surveying & Levelling Lower do . 

Mensuration 

do . do . 
11034 Kannan , D. M. Hydraulics & 

Írrigation 

Higher do. 
Hydraulics & Sanitary 

Engineering Lower do . 
Surveying & Levelling Higher do . 
Mensuration : 

do . First 
11037 Madhavan Kidave, E. Surveying & Levelling do. Second 


First 
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.. 


3 


First 


11045 Narayanankutty, M. Building Materials & Higlier : ) Sacheid 

... Construction 

Hydraulics & ... 00: 1 
4 Irrigation 

Lower First 
Earthwork & 
Roadmaking 

do . Second 
Mensuration 

do . do . 
Practical Plane & 

Solid Geometry do . ! do. :: 
11046 Narayanan Nair , Building Materials & 
K. P. 

Construction . Higher dok !! 
Hydraulics & 
Irrigation 

Lower First 
Hydraulics & Sanitary 
Engineering 

do . Second 
Earthwork & 
Roadmaking 

do . do . 
Surveying & Levelling Higher do . 

Applied Mechanics Lower 
11049. Rames Kalyan , M.R. Hydraulics & 3 

Irrigation 

Higherdu do . 
Earthwork & 
Roadmaking 

do. Second 
11050 Raghavan , T. Surveying & Levelling Lower do . 
11051 Rajan , K. V. Surveying & Levelling do . do. 

Mensuration 

do . do . 
11053 Janardanan Nair , G. Earthwork & 

Roadmaking Higher do . 
Mensuration 

Lower First 
11055 Sreedharan, K. P. Building Materials & 

Construction 

do. Second 
Hydraulics & 
Irrigation 

do . do . 
Earthwork & 
Roadmaking 

do. do. 
Surveying & Levelling do . do. 
Mensuration 

do. do 
11060 Sivadasan 

Building Materials & 
Nambiar, P. Construction 

do . do . 
Hydraulics & 
Írrigation 

do . do . 
Mensuration 

do . do , 
11064 Thomas, A. T. Building Drawing & 

Estimating 

do . do . 
Earthwork & 

Roadmaking Higher do . 
11066 Unnikrishnan , Hydraulics & 
T. K. Irrigation 

Lower do . 
Surveying & Levelling do . do . 
Mensuration 

do. do . 
G 22517 ) 
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11067 . Unni Menon , M. 
11070 Varughese, C. V. 


do . 


Surveying & Levelling Lower Second 
Mensuration 

do . First 
Earthwork & 
Roadmaking 

Second 
Surveying & Levelling do . do . 
Mensuration 

do. do . 
Practical Plane & 
Solid Geometry 

do . do . 
Earthwork & 

Roadmaking Higher do . 
Hydraulics & 
Irrigation 

Lower 
Earthwork & 
Roadmaking 

do . do . 


11085 Varghese, V. 


11097 Ramanathan, N. P. 


do . 
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